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LOUIS NAPOLEON ON THE ESTABLISHMENT 
OF THE FRENCH EMPIRE. 


Sometnine like common-sense has at length reached us from 


France. Louis Napoleon has spoken out on the subject of the | 


“Empire.” It was high time that he should do so, for the out- 
rageous, and at times blasphemous folly of the prefects, mayors, 
and other functionaries, who have lately been courting his favour, 
and speaking in his behalf, was such as to bring the very name of 
Frenchmen into disrepute, and to surround the half-established Em- 
pire with the ridicule of the world, The President has hitherto been 
noted for his reserve, and forthe possession of a remarkable talent 
for silence; but, in promulgating his sentiments so boldly and so 
sensibly as he did at Bordeaux, he has laid the foundation of a 
new and a better fame. Whatever his future acts may prove to 
be, it will not be denied, even by his most strenuous opponents, 
that his speech is a good one. 

In that document, which our readers will find fully reported 
in another portion of our paper, the President has once for 
all declared that the Empire will immediately be re-established. 
There was but little room for doubt upon the subject before, 


but a declaration so positive has removed the last remnant 


of uncertainty. But it is not so much for the announcement 
of the fact—although that alone would be sufficient to ren- 


der the speech important—as for the declaration of prin- 


throughout Europe. As if apprehensive that his unlucky renewal 
a few days previously, of Louis XIV.’s threat of converting 
the Mediterranean into a French lake, would be ill-received by the 
great Powers, and especially by the Government of Great Britain, 
Louis Napoleon seems to have taken the earliest opportunity to 
convey a more consolatory assurance of his intentions. “Certain 
persons say the Empire is War,” remarked the President ; “but I 
say the Empire is Peace.” Warming with the theme, he went on 
to observe, “Glory may be left as an inheritance; but war can- 
not. War is not made for mere pleasure, it is made for necessity. 
Woe, woe to him who shall the first give the signal of a collision, 
whose consequences would be incalculable.” All this produced, 
as well it might, a profound sensation ; and when the orator went 
on to explain, at greater length, what his own ideas were of the 
duties that would devolve upon him, if invested, as he is sure to 
be, with the hereditary or life dignity which is the object of his 
ambition, the applause of his hearers became irrepressible. “ We 
have,” said he, “immense and uncultivated lands to reclaim, 
roads to open, ports to dig, rivers to render navigable, canals to 
finish, our railroads to complete ; we have, opposite to Marseilles, 
a vast kingdom to assimilate to France ; we have all our great 
ports of the west to bring near the American continent by the 
rapidity of the communications which are still wanting to us; we 
have, in fact, ruins to build up everywhere, false deities to pull 
down, truths to render triumphant, It is in this manner I un- 


ciples which it contains, that his short and spirited address | derstand the word Empire, it the Empire be re-established. 
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me, who wish as I do the good 
soldiers !” 

Nothing can be 
ing that will 


of your country, you are my 


better than this; but the first feel- 
excited in this country, and possibly in 
other parts of Europe, by the perusal of so remarkable a peace 
manifesto, will be one of doubt whether the President is to be 
trusted. The sentiments are just and noble; but are they sin- 
cere? The peaceful career so ably sketched by the Emperor in 
posse, would be the truest and wisest policy to be pursued by the 
Emperor in esse; but is it in reality that which would best accord 
with the temper of Louis Napoleon himself, and tha: of the 
nation which has chosen him? Without wishing to accuse of 
falsehood a man whose antecedents show that he can break the 
most solemn oaths when it suits his purposes to do so, the critics 
of his Bordeaux speech may at least be permitted to compare 
his words with his actions, and to ask if they agree? We cer- 
tainly do not imagine, with some persons, that Louis Napoleon 
desires to pick a quarrel with this country—to wipe off the re- 
membrance of Waterloo—to seize the Queen in the Isle of Wight 
—to land fifty thousand men in the Bay of Pevensey, or a hundred 
thousand in the Bay of Bantry; or that he meditates any other of 
the countless insane projects of war against, and invasion of, 
England that have been attributed to him by credulous-alarmists, 
But, yet, remembering as we do the traditions of the French people; 
their love of military display, paraphernalia, and bustle ; their 
worship of “glory;” their ignorance of “ duty,” as distinguished 
from mere renown; and theit constant hankering to possess Bel- 
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gium and the Rhine frontier, we cannot altogether divest our- 
selves of the belief that a war, however foolish and unjustifiable, 
would not be unpopular. It is the great misfortune of France to 
have the minds of its male population continually diverted from 
nae pursuits by the military education that they all receive. By 
‘ar the greater part of the retail trade, and no inconsiderable portion 
of the wholesale business of the country, are conducted by women. 
Even the operations of agriculture fall almost exclusively to the lot 
of the weaker sex; while the men, who should beengaged inthem, are 
marching or counter-marching, or playing at cards or dominos, in 
the cafés and estaminets which military people frequent. One great 
result of this unfortunate bias of the national inteilect, communi- 
cated to it by the first Napoleon, is to be seen in the fact that, 
while the commerce of other countries is expanding, that 
of France is restricting itself. The foreign trade of France is 
growing less and less every year; the home trade suffers, as a 
necessary consequence; and agriculture, that always declines in 
countries where trade and manufactures are neglected, rears 
up a race of men, half soldiers and half farmers, who, living 
in misery by their peaceful pursuit, cling to the idea of the war- 
like one, in the hope that it will improve their perishing fortunes, 
We believe that Louis Napoleon thoroughly understands this feel- 
ing and its causes; and, in spite of the noble sentiments in his 
Bordeaux speech, we think he is not so great an enemy to war as 
he would have the world imagine. Nay, more—we believe that he 
would only be too glad to find or make a war, which should feed 
the French with the glory which they love, which should employ 
a portion of his large army, and inaugurate his reign with a suc- 
cession of victories. We do not believe that he is mad enough 
to rush into an encounter with Great Britain or any other first- 
rate European power; and we interpret his Bordeaux speech as 
a true indication of his feelings, as far as this country is 
concerned; but we may still ask—why,if he be so peacefully 
inclined, should there be such activity in his arsenals ? Why all 
these ships? Why all these enormous contracts for naval stores 
and equipments ? Why the falsification of the naval lists, to make 
the world believe that France possesses fewer ships than she 
really has? And, in addition to all these causes of not un- 
reasonable suspicion, why does the President retain, without an 
attempt at reduction, an enormous army, at a cost which ought to 
be frightful to a wise Frenchman to contemplate, especially when 
he knows that the national income is by no means equal to the 
expenditure, and that every available source of further taxation 
has been tried and exhausted ? 

We take the truth of the matter to be that in his Marseilles 
speech the President inadvertently allowed his ‘real intentions to 
escape, and that his policy will be to follow out that of Louis 
XIV., and convert, if possible, the Mediterranean into a French 
lake ; not by a direct collision with this country, but by indirect 
means, and by war with a more defenceless power. 

To establish French influence in Egypt by diplomacy is acourse 
fairly open to him, however much it may be disliked in this 
country, and there is another region bordering on the Mediterra- 
nean to which the attention of the French has been long and 
anxiously directed. “ Opposite to Marseilles,” says the Pre- 
sident, “ there is a vast kingdom to assimilate to France.” That 
kingdom is Algiers, and the next neighbour of that kingdom is 
Morocco. Under Louis Philippe the French tasted the sweets of 
a victory over the Moors, and the remembrance of Mogaor ‘is 
perpetuated in the name of one of the streets of Paris. No long 
time has elapsed since Tangiers wag bombarded, and we think it 
will not be very long before the “ Eaiper.« of Morocco” will find 
himself in direct collision with the “Emperor of the French,” 
Eow such a war would affect this country and the. rest of Europe, 
we need not now inguire. 


ST. LEONARD’S-ON-THE-HILL, NEAR WINDSOR, 
RESIDENCE OF THE RIGHT HON. THE EARL OF DERBY. 


Sr. Leonarn’s, a fine eminence in the Royal Forest of Windsor, is 
clothed with venerable oaks and majestic beeches, and is altogether a 
sylvan retreat of picturesque beauty. In this delightful retreat Maria 
Countess Dowager Waldegrave built for her abode, many years since, a 
noble seat, which, with its ple grounds, lawns, and meadows, con- 
sisting of about 75 acres, were sold, in 1781, to Mr. Macnamara, for 
7000 guineas ; of whom the property was purchased by General Harcourt 
for £10,000. 


The estate has just been leased to the Earl of Derby. The Iilustra- 
tion upon the preceding page shows a portion of the mansion, and its 
well-wooded grounds, and that charming accessory to a well-appointed 
residence—a conservatory, communicating by an arcade with the house. 
The site commands, through the openings between the masses of trees, 
a splendid view of the surrounding country, in which “ majestic 
Windsor” lies at less than three miles distance. The roadway to the 
house also presents several bits of exquisite beauty and cultivated Jand- 
ecape, such as can scarcely be found in any other county of England, 

This is altogether a retreat— 3 


Where Jove, subdued by mortal passion still, 
Might change Olympus for a noble hill. 


Tore’s Windsor Forest. 
The context is suggestive :— 


Happy the man whom this bright Court approves, 
His sov’reign faveurs, and his conntry loves : 

Happy next him, who to these shades retires, 

Whom Nature charms, and whom the Muse inspires: 
Whom humbler joys of hometelt quiet please, 
Successive study, exercise, and ease. 


Witts —Probate of the will of the late Right Hon, George Ralph 
Baron Abercromby has been granted by the Prerogative Court of Canterbury, 
having first passed in the session at Edinburgh. The will bears date in J aly, 
1844. He has bequeathed to his sen, the present Lord Abercromby, ali his 
manors and estates of Tullibody, Minestry and Airthrie, providing from the un- 
entailed estates for the Baroness and younger chiidren, and appointing the pre- 
sent Baron also residuary legatee. The a executor is Lor¢ D nfermline, a 
ind being reserved to the Baroness, relict; also to Baron Panmure, 

‘ount Melville, the Hon. Ralph Abercromby, the Hon. Henry Dandas, and 
Captain Henry Dandas, R.N. The deceased Baron was grandson of the gallant 
Sir Ralph Abercromby, whose widow was raised to the Peerage in honour of the 
lamented comm .——The will of Sir George Baillie Hami!ton, G.C.H., late 
of the city of Florence, her Majesty’s Minister Plenipotentiary of the Court of 
Tuscany, has just been proved in London, by two of the executors, C. J. B. 
Hamilton and W. A. B. Hamilton, Esqrs., the brothers. The Earl of Haddington 
and Lord Dunglass, the other executors, having power reserved to them. ‘lo 
bis brother Charles he has left the bulk of his property, bequeathing to him 
specifically his orders, decorations, jewels, and plate. 


ary Society. 
INTERNATIONAL PosTAGE Assocration.—This asscciation has re- 


quested its honorary secretary, Don Manuel de Ysasi, to proceed to the seats 
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FRANCE. 


The President’s progress to the Empire has been attended towards its 
clore with increased éclat and enthusiasm. His passage by water (on 
the Garonne), from Aden to Bordeaux, was a prolonged ovation; the 
banks on either side being crowded with the populaee, and studded with 
flags and triumphal decorations. He entered Bordeaux on the 7th. 
The Morning Chronicle correspondent says :— : 


Bordeaux has not altered; it is still the city of eathusiastic demonstrations. 
It was so in 1814 for the Bourbons; and in 1815 for the Emperor, on his return 
from Elba. But on the present eccasion it has surpassed itself, and done much 
to cause these two last unfornnate evidences of its enthusiasm to be forgotten. 
It is certainly impossible to imagine anything more splendid than the reception 
given to Loni: Napoleon here. From the landing-place to the cathedral, 
it was triumphal arch after triumphal arch; and over head, garland 
on garland, so a8 almost to form a verdant canopy over his head the 
whole way. Every imaginable kind of hangings were to be seen on the houses, 
and even lustres might be seen suspended in some places. Gilt eagles were to 
ba seen everywhere, and the entry of the President was an absolute triumphal 
procession. Ditferently from his cnstom hitherto, a large number of the military 
preceded and followed him The deputations of the communes were so long in 
passing, that it almost spoiled the general effect. Not less than 2000 banners 
were displayed by these country folks. The President entered on horseback, 
which he managed with infinite grace. All the men were uncovered, and the 
ladies wave4 their handkerchiefs from the windows, The cries were ‘* Vive 
T'Empereur I” “ Vive Napoleon!’ At night the public buildings were illuminated 
with extraordinary magnificence. At the cathedral the President was received 
under a lofty deis, and Jed to the altar to the cry of “ Vive ’Empereur !” In 
fact, the shouts were so tremendons that it was necessary to close the doors of 
the sacred editice to enable the Archbishop's address to be heard. At eight 
o’clock the President received the anthorities. 


On the Sth ‘the President attended at the launch of a large vessel 
called, after him, the “ Louis Napoleon.” 

On the 9th he was entertained at a sumptuous banquet, given by the 
Chamber of Commerce; 180 sitting down to dinner, and 800 others 
crowding within the hall. There, in replying to a toast drunk in his 
honour, he made a speech, which, as unfolding his present views of 
policy, created aa immense sensation, and will be everywhere read with 
deep iaterest. It was as follows :— 


Tho initiation of the Cham\er, and of the Tribunal of Commerce of Bordeaux, 
which I have accepted eagerly, gives me the opportunity of thanking your great 
city for its cordial recepten and its magnificent hospitality, and I am happy at 
the close. of my journey to convey to you the impressions it has lef; with me. 
The object of my journey, you know, was to become acquainted with our fair 
provinces of the south—to study their wants ; and it has produced a more im- 
portant result. (Applause). 

In fact, I say it with a frankness not mixed with pride nor false modesty, 
Dever have a peop'e testified in a manner more direct, more spontateons, more 
unanimons, the desire of getting rid of anxiety abont the fature by consolidating 
in the same hand a power which has all its sympathies. (Applause.) It is be- 
cause they now know the deceitful hopes which csjoled, and the dangers which 
meneced them They know that in 1252 society was near its ruin,and that each 
party consoled itself beforehand with the universal shipwreck. (Cries of “ Vive 
l’Emperevr £") Disabused of these absurd theories, the people have acquired 
the conviction that those pretended reformers were only dreamers, for there 
was always a disproportion, an inconsistency, between their means and the pro- 
mised resultr, 

Now, the nation surrounds me with its sympathies, because I am not of the 
family of ideologues. In order to do the country good there is no need to apply 
new systems, but to impart above ail confidence in the present, and security in 
the future. It isfor these rea'on« France seems to wish to return to the Em- 
pire. (“ Yes, yes! Bravo! Vive ’Empereur!’) There is one objection 
to which I would wish to reply. Certain minds seem to fear war, and cer- 
tain persons say “ The Empire is war!” but I say the Empire is peace !— 
(Sensation )—for France desires it, and when France is satisfied the worid is 
tranquil. (Bravos.) 

Glory may wel be left as an inheritance, but war cannot. Have the Princes 
who ere justly proud as being the descendants of Louis XIV. recommenced bis 
wars? War is not made for mere pleasure, it is made by necessity. And if at 
this epoch of transition, when on all sides, and side by side with so many elements 
of preperity, are fonnd so many causes of death, it can be said with trath, “* Wo! 
wo ! to him who the fi stshould give the signal of a collision, whose conse- 
quences wonld be incalculable. (Sensation.) ‘ 

I admit that, ike the Emperor, I have mauy conquests to make. I wish, like 
him, for the cor quest of the concliiation of disventient parties, and to bring back 
| into the grand popular stream tke hostile parts, which must otherwise be lost 

without advantage to any one. I wish to win over to religion, to morality, to 
comfort, that p rt, still numerons, of the population which, inthe centre of the 
most fertile land in the world, can searcely enjoy the produce of primary 
necessity. 

We have immense and uncu!tivated lands to reclaim, roads to open, ports to 


dig, rivers to render navigable, canals to finish, our railroads to compleie ; we 
have, opposite to Marseilles, a vast kingdom to assimi!ate to France; we have 
all our great ports of the west to bring near the American continent by the ra- 
pidity of the communications which are still wanting to us; we have, in fact, 
rnins to build vp everywhere, false deities to pull down, truths to render 
triumphant. (Prolonged applause ) It is in this manner I understend the word 
Empire—if the Empire be re-established. (Cries of ** Vive? &mpereur!”) Such 
are the conquests I meditate; and you all who surround me, who wish as I 
do the good of your country, yen are my soldiers! (‘* Yes, yes!” Continued 
applause.) 


The President entered Angouléme on the 10th, when he accepted a 
dinner given by the public functionaries; and afterwards went to a 
ball. On the 1ith he proceeded to Rochefort, when the same en- 
thusiasm and splendour attended him. 

He is to arrive at Paris on his return to “his” eapital on the 16th 
(this day), when the programme for the ceremonial for his reception is 
on the most costly and magnificent ecale. 

The Moniteur announces that the President will make his entry into 
Paris on Saturday at three o'clock. He will be received at the ter- 
minus of the Orleans railroad by the Archbishop of Paris and the 
clergy, by the Ministers of State, the Prince President of the Senate and 
the senators, by the President of the Legislative Body and the deputies 
now in Paris, by the Councillors of State, the Grand Chancellor of the 
Legion of Honour, the General in command of the army of Paris, 
the Commander of the National Guard of the department of the 
Seine, the superior officers of the army and navy, the members 
of the Courts of Cassation and Accounts, and by deputations from 
the different tribunals, and the principal public functionaries. At 
the Place de la Bastille he will be received by the Prefect of the Seine 
and the municipal bodies of Paris and the banlieue, and will then pro- 
ceed by the Boulevards, the Rue Royale, and the Place de la Concorde, 
through the princ'pal entrance of the garden, to the Palace of the 
Tuileries, where he will be received by the members of his family. 
General Magnan, commanding-in-chief the army of Paris, has issued an 
order of the day, containing the regulations to be observed by the army 
and National Guards on the occasion. Upwards of 60,000 men will be 
under arms, either to line the way or accompany the cortige. All the 
generals who receive the Prince are to be in full uniform. A squadron 
of the Horse National Guard and the two squadrons of Guides are to 
form the escort of the Prince from the railway station to the op- 
posite side of the Pont d’Austerlitz, They will be under the 
command of the Marquis de Caulincourt, Colonel of the National 
Guard cavalry. The division of the cavalry of the reserve is to be sta- 
tioned on the Quai de la Rapée, and is to follow the cortiye of the Prince 
after he sha!l have crossed the bridge. AJL the troops are to be in full 
uniform, and are to be at the places indicated for them at half-past two 
o'clock. A battery of artillery, placed at the Rond-Point of the Bar- 
ritre du ‘Tréne, ia to fire a salute of 101 guns, and another salute of 101 
guns is to be fired from the Invalides at four o’clock. 

In addition to the military spectacle, the following arrangements are 
to be made:—An orchestra of 300 musicians, under the direction of M. 
Dufresne, is to be placed in the railway station to execute appropriate 
airs on the arrival of the Prince. A large triumphal arch, repreeenting 
a portico, decorated in the style of the Renaissance, and ornamented 
with eight large allegorical statues, is to be erected on the Vont d’Aus- 
terlitz by M. Visconti, at the expgnse of the municipality. The space 
between the station and the bridge is to be decorated at the expense of 
the workmen of the twelve arrondissements. Near the Arénés Na- 
tionales, there is to be a triumphal! arch, and yvaststands are to be erected 
for 2000 spectators. From this arch, two young girls, representing Fame, 
and bearing in their hands crowns of oak and olive leaves, are to be sus- 
pended; and 40 young girls, dressed in white, stationed near the arch, 
are to throw flowers to the Prince. At the top of the Boulevard Beau 
marchais there is to be another Wmphal arch, which is to 
be constructed by the workmen of the Faubourg -St. Antoine. 
At the ‘New Circus, near the Rue des Filles du Calvaire, there 
is also to be an arch, and stands are to be erected for about a thousand 
spectators. In other parts of the Boulevards, about fifteen triumphal 
arches are to be erected. One is tobe near the Porte St. Martin, 
on the Boulevard Montmartre, another on the Boulevard des.Italiens, 
another near the Passage de l’Opéra, and another at the entrance of the 
Rue Royale, infront cf the eleine ; and, finally, there is to be one 

the Piace de la Concorde. Im this place, near the terraces 
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| of the gardens of the Tuileries, there are to be extensive stands 


for spectators, Several of the triumphal arches on the Boule- 
vards will be constructed by means of contributions raised by working 
men among themselves, and great numbers of workmen of different 
trades are to be drawn up at various points with banners and flags. A 
great number of old soldiers, together with deputations from the com- 
muues of the neighbouring departments, of various charitable societies, 
&c., will figure in the day’s proceedings, and will carry flags bearing 
appropriate inscriptions. A great many private houses will be decorated, 
Considerable progress has already been made in the construction of some 
of the triumphal arches. Contrary to the announcement of some of the 
newspapers, the Prince does not intend to visit Notre Dame, to attend 
the chanting of a “ Te Deum.” 

All France—that is all that shows any signs of life in France—is in 
afrensy of delight at the re-establishment of the Empire. Officials of 
all grades vie with one another in announcing and greeting it; and the 
Mayor of Sivres, to be before-hand with all the rest, actually issued a 
proclamation of the Empire on the 7th instant. After a florid address 
to the inhabitants of that town, the “ act” itself runs as follows :— 


PROCLAMATION OF THE EmPine. 

The town of Sevres, obeying the force of its sentiments of affection and gra- 
tituds to Prince Louis Napoleon Bonaparte, the envoy of God, the elect of 
France, her saviour and her glory, proclaims him Emperor of the French, ander 
= — of Napoleon III., and confers upon him, and on his descendants, the 

e ce, 

Done at Sevres, the year of grace and the resurrection, 1852, the 7th of 

October. MENAGER, Mayor. 


Though many may have misgivings about the sincerity of the peace- 
professions of the President at Bordeaux, the effect of his speech hag 
been generally satisfactory ; in Paris particularly, where the Funds im- 
mediately rose, touching 107 the following day, and on Wednesday 
being at 106 50, 

A letter from Paris says:—‘ I learn from a gentleman who was at 
Bordeaux when the speech was delivered, that the published speech is 
not precisely the same as the one spoken, One very important modifi- 
cation has been made. Some allusion was made at Bordeaux to the 
treaties of 1815, every word of which has been suppressed. I may as 
well mention, also, that in the copy given last night by the Government 
agentin Paris, the words occurred of Malheur & celui qui le premier 
donnerait en Europe le signal d'une coalition; while in the speech pub- 
lished in the Moniteur the word ‘coalition’ is changed into ‘ collision.’ 
If the Government scribe made a blunder, it must be said that he chose 
a blunder which was likely to give satisfaction.” The speech has been 
placarded in all the streets of Paris, It is also to be placarded in every 
one of the 87,300 communes in France. 

A letter has been addressed by the Marquis de Larochejacquelein to 
the President, explaining the reasons which prevent him from attending 
with the Counc:l General of his department (the Deux-Sévre:) on the 
occasion of the Prince’s visit on Wednesday, In the letter referred to, 
and which the President received on the 8th, M. de Larochejacquelein, 
it appears, declares in precive terms that, whilst he cannot without in- 
consistency, and a departure from the principles he has advocated for 
years, resist the will of the nation; yet that with the name he bears, 
and lus own personal antecedents, he declines being confounded with 
the men who are ready to accept any power or any Government that 
may be uppermost for the time being ; and he recoils from anything that 
would imply that because he has been rejected by his party he now pro- 
claims the Empire merely to avenge himself for the manner in which he 
has been treated. The President 1s said to have expressed himself as 
extremely gratified with this explanation. 

M. de Kisseleif, the Russian Minister, has quitted Paris on leave of ab- 
sence. The fact of his doing so on the very eve of the Empire is too re- 
markabdle a fact not to be made the sudject of comment, ‘The Elyséans 
treat the matter lightly, and declare thut, as M. de Kiseeleff had a congé 
ad libitum, his departure at the present conjuncture is of noimportance ; 
but the general impression produced by M. de Kisseleff’s departure is very 
different, . 

BELGIUM. 

The Emancipation, under date of the 12th of October, fears that some 
pay have occurred to interfere with the construction of the new 

abivet, 

The Judependance says:—“ Although everything confirms what we 
have published as to the probable composition of the new Cabinet, it 
does not appear, however, that anything'will be definitively settled be- 
fore one or two days.” 


SPAIN. 

On the morning of the 7th, the firing of artillery announced to the 
inhabitants of Madrid that funeral honours were about to be paid to the 
memory of Artuur Wellesley, Dake of Wellington and Ciudad Rodrigo, 
a Captuin-General of the Spanish army. At twelve o'clock the entire 
garrison of Madrid, in full dress, assembled before a mausoleum erected 
for the ovcasion, and there rendered all the honours to the memory of 
the Duke which is paid to a deceased Captain-General. The troops 
afterwards defiled before the Captuin-General of the Province, who was 
accompanied by the Military Governor and a numerous and brilliant 
staff. There was no religious ceremony, in consequence of the Duke 
having been a Protestant. 

A Royal Ordinance, dated the 5th instant, commands that the son 
or daughter to be born of the Infanta Maria Luisa Fernanda, and her 
husband, Antoine Marie Philippe Louis D’Orleans, Duke of Mont- 
yee shall enjoy the prerogatives attached to the title of Infante 
of Spain. 

Marshal Narvaez, Duke of Valencia, has returned to Lejo from the 
baths of Puerto-Llano, without passing through Madrid. 

A dreadful hurricane was experienced on the lstinstant at Corunna, 
which caused considerable damage. 

The trial of the Heraldo, and the four other journals which had copied 
its article on the financial operations of the Treasury, took place on the 
4th, before a jury sorted from a list of the highest taxpayers, and it re- 
sulted in ali the journals being acquitted. 

The Cortes will be summoned for the 19th. 

According to official returns published in the Gazefte of the Sth inst. 
the floating debt, from 344,183,474 reals on the 1st of September, had 
increased to 358,291,825 reals on the lst October. 


GREECE. 


A note has been communicated by the Bavarian Government to the 
French, English, and Russian Governments, with reference to the succes- 
sion to the throne of Greece. The youngest brother of the King Otho, 
Prince Adalbert, has announced his acceptance of the 40th article of 


the Protocol, and his adoption of the Greek religion as the necessary 


condition to succeed his brother. The Bavarian Prince, whois now the . 


heir presumptive to the throne of Greece, it is said is the personage se- 
lected by the Emperor of Russia for the hand of the Princess Vasa. 

On Sunday, the 26th ult., the consecration of the first Bishop since 
the emancipation of Greece took place in the principal church at Athens. 
The ceremony was performed with the utmos: pomp; the whole of 
the town were assembled ; and it was also. remarked that the Pro- 
testant clergymen at present in Athens were admitted into the Hieron, 
or Sanctuary, along with the Greek prieste. The Queen was present, 
with the whole court, the diplomatic , and all the authorities, civil 
and military. The person thus chosen to occupy the first and the most 
considerable of the eighteen bishoprics which have to be filled up—that 
of Achaia, or Patras—is the same Father Missael who was sent to Con- 
stantinople to negotiate with the Patriarch, and afterwards to Russia, to 
announce the treaty to the Emperor, 


GERMANY. 

A notice appears in the Vienna Gazette of the sth inst. that the sum 
of 26,199,000 florins, 2,874,000 florins of which consists of Hungarian 
assignats, would be publicly burned on the morrow: the remainder of 
the amount is made up of Treasury bills. No change in the sum of the 
State notes in circulation will be effected by this step. 

With the termination of the Zollverein conferences in Berlin, the 
Correspondenz expresses itself disconcerted, but not surprised. The 
Austrian Government will still persist in its endeavours to establish a 
commercial brotherhood between the States, in spite of the accumulating 
difficulties. : 

The Emperor bas appointed the General of Artillery, Baron Hess, and 
enerals, to be present at the funeral of the Duke o¢ 


three other g' 
Wellington 
DENMARK. 


on the 4th with 


The Diet of Denmark was opened at Co; . tl 
usual formalities. The First Minister read a ral measage, 
known that his Majesty was unable to attend di m, 
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projected change in the order of succession to the throne. The message 
added that no other business would be brought forward until after the 
gettlement of those questions, and it invited the two Chambers to pro- 
ceed to discuss them forthwith. 

The Hamburg Correspondent contains a letter from Copenhagen of 
the 4th, which says:—‘* The King has been here these two davs. Last 
evening the following bulletin was published relative to his Majesty’s 
health :— A sudden chill has caused the King to keep his bed for a 
week, and renders it necessary for him to keep it for some time longer.’” 

The bulletin which appeared on the 8th, stated that his Majesty was 
considerably better, and again able to leave his bed for several hours. 


AMERICA. 

We have advices from America, vid New York, by the Baltic to the 
28th ult., and by the Pacilic to the 24 inst. 

The prospect of Gen. Scott in the Presidential election were considered 
to be more promising, owing to the strenuous’ exertions of his friends. 

The announcement of the death of the Duke of Wellington had been 
received, and had caused a deep feeling of regret both in the United States 
and Canada. The Canadian Parliament,on receipt of the news, ad- 
journed its sitting, as a mark of respect. 

The Prince Edward's Island Gazette states that the American fishing 
vessels are flocking to that island; 110 having been seen off the North 
Point at one time. 

The Canadian Legislative Assembly had rejected the bill to incorpo- 
rate the Sault Marie Canal Company. 

Major-General Gore has been appointed General-in-Chief of her 
Britannic Majesty’s forces in Nova Scotia and New Brunswick. 

The Canadian Government has issued notices calling for plans and 
estimates for a vice-regal residence to be erected at Toronto, on the site 
of the old Government Houre. This indicates the settled purpose of the 
Government to redeem its pledge to Upper Canada to return to Toronto 
in four years. 

From Havannah later dates had arrived at New York which reported 
the arrest and conviction of several persons connected with the paper 
called the Voice of the People, five of whom were to be executed, and 
the remainder to be sent to Ceuta for eight years. It was reported that 
the French Government had intimated to the Cuban Government, 
that in case an invasion of Cuba was attempted by the American 
people, they might calculate upon the aid of France to repel the invaders. 

Advices from Buenos Ayres, received at Boston, announce the official 
recognition by Urquiza of the independence of the Republic of Para- 
guay, on the conclusion of the treaty for the free navigation of the 
rivers Paraguay and Parana being secured to La Plata and Brazil, 


OVERLAND MAIL. 

A telegraphic despatch announces that the Indian mail arrived at 
Marseilles on the morning of the 13th inst. The dates are—Calcutta, 
Sept. 8; China, Aug. 24. No Bombay mail. Commerce brisk at Cal. 
cutta. Exchange, 28, 4d. to 2s, 2-8d. 


NATIONAL SPORTS. 


In the blank week between the two great Newmarket meetings, the racing 
fraternity will have nothing of any consequence, beyond the Cambridgeshire, to 
bring their speculative talents into play: the only fixtures, in faet, are—Ponty- 
pool and Pontefract, on Monday ; Holywell Hunt, on Tuesday; Richmond (York- 
abire),on Wednesday; and Lanark, on Friday. 

The Coursing calendar promises an abundance of sport, and includes the first 
of the great Wiltshire Champion meetings, commencing, as nsual, on Tuesday, 
and extending to the endof the week. The other fixtures are Holywell and 
Elgin, on Tuesday; Lytham and Dalry (Ayrshire), on Thursday ; and the North 
Union (Ireland), on Saturday. 


BETTING AT NEWMARKET ON THURSDAY. 


PRENDERGAST. 
7 to 4 agat Sittingbourne 1 3 tol agst Cheddar 
CAMBRIDGESHIRE. 
14 to | agst Azael 17 to 1 agat Weathergauge 25 to | agst Hyacinth 
15 to 1 —— Ephesus 18 to 1 —— Convulsion 25 tol —— Bardolph 
16 to 1 —— Knt of the Shire | 20 to | _— Hobbie Noble 25 tol —— Le Juif 
17 to 1 —— Lady Evelyn 20 to 1 —— Babette 
DERBY. 


15 to 1 agst Orestes 


| 20 to 1 agst Elmsthorpe 
18 to 1 —— Cineas 


[oped aget Filbort 
20 to 1 —— The Keiver 25 to | —— Cheddar 
26 to 1 agst Pharos | 30 to 1 agst Nionyhammer 


NEWMARKET SECOND OCTOBER MEETING.—Monpay. 

This meeting commenced on Monday under the most favourable cireum- 
stances; the list being remarkably well filled, the course in excellent order, the 
weather fine, and the attendance large and fashionable. 

The judge’s chair was filled, for the first time, by Mr. J. Clark, jun. 

SweersTAKEs of 50 sovs.—Maria (Bartholomew), | Caloric (Flatman), 2. 

Hanpicap SWEEPSTAKES Of 20 sovs.—Catalpa (Flatman), 1. Runnymede 

Maton), 2. 
( are £200.—Gienluce (Flatman), 1. Flirt (F. Butler), 2. 

Firty Pounps.—Peélion (I. Butler), 1. Pug Orrock (Whitehouse), 2. 

F¥srty Poonps.—Scandal (Rogers), 1. Brother to St. Fabian (Pettit), 2. 

Post Matcn: £200.—Phrygia (Norman), 1. Diomedia (F. Butler), 2. 

Matcu: £200,—F. by Don John (Flatman), 1. Pensioner (F. Butler), 2. 

Prats of £50.—Kingston (Basham), 1. Joe Miller (Goater), 2. 

TUESDAY. 

The success of the “ grand day” was in every respect satisfactory. The 
cheap and first-class special and ordinary trains took an immense number of 
passengers, many of them of rank. The weather was remarkably fice, the 
“gathering” on the heath equal to anything that has been seen of I*te years, 
and the racing very interesting. The following is a return of the day’s sport :— 

Harpicap SWEEPSTAKES Of 15 sovs each —Hesse Homburg (Pettit), 1. Bor- 
deaux (Flatman), 2. 

Royat Stakes.—Longbow (F. Butler), 1. Poodle (Flatmsn), 2. 

CLEALWELL SraKes.—Orinoco (J. Marson), 1, Estrella (Fiatman), 2. 

Sevtina Hanpicap SweeErstakes.—Senorita (Flatman), 1. Sophistry (G. 
Manny, 2. 

Cesanewitcn STAKES.—Weathergage (Wells), 1. Lady Evelyn (F. Butler), 2. 
Won by half a lergth ; three lengths between the second and third. 

WEDNESDAY. 

Marten, 50 —AZolus (Daley), 1. Fochabors (Rogers), 2. 

SweersTakEs of 50 sovs.—Nicotine (A. Day). 1. C. by Alarm (Flatman), 2. 

Tianpicar SweersTakes of 15 sovs each.—F, by Touchstone (Charlton), 1, 
Pug Orrock (Whitehouse), 2. 

Town PLate.—Morning Star (Knott), 1. Derby (Hammond), 2. 

Marcu, 200.—Mountain Flower (Norman), 1. Warwhoop (Flatman), 2. 

Beprorp Stakss.—Ninnyhammer (Flatman), 1. Gossip (F. Butler), 2. 

OaTLaANDs PLaTEe ({[Anpicar,)—Hambletonian (Charlton), 1. Apostate 
(Harlock , 2. 

THURSDAY. 


Cracow Staxrs.—Ben Nevis, 1. Wingenund, 2. 
Marcu —Old Rowley beat Sister to Caracara. 
Sweerstakes —Lapidist, 1. Gold Dust, 2. 
Hanpicar —Khadidja, 1. Mary Ann, 2. 

Baretny Sraxes,—Glenxyvou, 1. Sylphide, 2. 


Crampionsuie or Tak THAMES.—The race for this honorary title, 
and the large stuke of £400, was brought to a conclusion on Thursday last; Cole, 
ason the Jast occasion, proving the victor, after one of the fastest races on re- 
cord—the distance from Putney-bridge to Mortlake being done in twenty-three 
minutes and thirty seconds. Cole, from the start, gradually drew away from 
his opponent Coombes, who, however, rowed with the indomitable pluck and 
determination for which he has rendered himself so jastly notorious; but the 
tremendous pace of his youthful antagonist baffled all his exertions, and Cole 
finally came in a winner by at least 120 yards. Cols is 27 years of age, and 
Pais just 9 stone 61b. Coombes is his senior by 17 years, snd weighs about 

stone 21b, 


Rowinc Matcu.—At the rowing match which took place on 
Monday, on the Thames, between William Barrett and Henry Barrow tor £30, 
the former was the winner by nearly a dozen lengths. The distance selected 
Was from Putney- bridge to the Ship at Mortlake. 


Prpestetanisu.—Great Ten Mite Runninc MAtcu ror tTuK 
Cuamrtonsnip axp £100.—Vhis great match, between J. Jackson (the Ame- 
rican Deer) and John Levett (of Battersea), to ron teu miles for the champion- 
ship and £50 aside, came off on Monday at the Copenagen-honse, Islington,and 
attraeted to the grounds between 11,000 and 12 000 spectators, After aclosely 
contested race, Levett ran in the winner by a yard and a half, thus obtaining tor 
himself, a second time, the prond title of * The Champion Runner of England,” 

time, as stated to us, was, for the ten miles, rather under 52 minutes, 


Tur Yacut “America.”—Lord de Blaquiere, the owner of the 
celebrated yacht America, in a letter to the Times, chatlenges the yachts of all 
coun! Americ excepted—nqt exceeding the Americain tonnage, to sail with 
his yacht “ for a sum not less than £500, and not more than £1009, on any day 
and in any place—in short, over any course (the inside of the Isle of Wight ex- 
cepted) that would give scope for testing the sailing qualities of the America 
and her opponents under all points, in a nine-kuot breeze.” The challenge to 
be open until the 15th of November. A letter, sipned “J. L. Craigie,” aod 
dated from the Royal Thames Yacht Ciub, has since appeared in the Times 
Newspaper, in which the writer says:—‘ I am prepared to xecapt his challenge 
to sail for £5000, on condition that the allowance ot half a minute time per ton 
be given for difference of tonnage, in accordance with the usual Yacht Clab re- 
gulations; the day of sailing to bs named a fortnight previous, as the Volante is 
hauled up and dismantled.” 


THE ARCTIC EXPEDITION. 

The Prince Albert arrived at Aberdeen on the 7th instant, after a long 
and fruitless search amongst the icy regions of the north for Sir John 
Franklin and his party, This gallant little veseel, which was fitted out 
at the expense of Lady Franklin, and placed under tl.e command of 
Mr. Kennedy, an officer who had long been connected with the Hudson's 
Bay Company, has been engaged on its exploring expedition for a 
period of about seventeen months. She started from Aberdeen on the 
22d May, 1851, on her voyage of discovery. Although she has been dis- 
appointed in the attainment of the main object of her search, the little 
expedition has not proved altogether profitless The chief geographical 


Cars Ar Rarway Srations—Imrorrant Dxciston.—In the 
Southwark Police-court, on Friday se’nnight, Mr. A’Beckett, the magistrate, 
pronounced his decision in a case involving a matter of interest to the pnb ic as 
weil 4s to railway companies. Ona former day, a cabman was summoned by 
Mr. Welch, a barrister, for refusing to convey him as a fare from the cab-stand 
or rank inside the Brighton Railway terminus, London-bridgo. It was argued, 
on behalf of the defendant, that he was not amenable to the act of Parliament, 
inesmuch as the railway station was nota public place, and therefore he could 
not be liable to punishment for refusing to take a {are under the cireum:tancas 
mentioned. Mr. A’Beckett, having taken time to consider the matter in dispute, 
pronounced his judgment on the day above stated, in the presence of a crowd of 
railway officals and cab-owners, who appeared to think that a qu:stion of con- 
siderable interest to them was involved. Having overruled the argum: nts urged 
on behalf of the defendant, the worthy magis‘rate observe! that there had been 


feature of the exploration is the discovery that an open passage lies at 
the head of Sir John Ross's so-called Brentford Bay, co.necting Regent 
Tnlet with the channel lying to the westward, thus insulating North 


Somerset, and forming another outlet towards the coast of North 
America. 


It appears that the Prince Albert made the ice on the 22d of Junes 
and crossed to the west side in 72° 30/ north latitude ; got to Ponds-bay 
on the 24th of August, and there saw four natives, but found that they 
had heard nothing of Sir John Franklin. She then proceeded up Lan- 
caster Sound, where she encountered heavy gales of east wind, and by 
the time she reached Barrow Straits, on September 4, the ice had barred 
the passage. The expedition then made for Port Leopold for Shelter, 
and here Mr, Kennedy landed im a boat, with six men, and was pro- 
ceeding to make inquiries, when a barrier of ice got between the ship 
and the land, and the weather being still bad, with a strong current, the 
vessel was carried up Prince Regent's Inlet as far as Batty Bay, leaving 
Mr. Kennedy and his boat’s crew on shore. Unable to return to Port 
Leopold, Captain Leask tried to reach Fury-Point, but did not succeed, 
and getting into Batty Bay came to anchor there, where M. Bellot, the 
French gentleman who accompanied Mr. Kennedy, left the ship with 
four men for Port Leopold on the 17th of October. 

Here Mr. Kennedy and his men had remained in a state of great 
anxicty for six weeks, but getting at the provisions which were left by 
Sir Jolin Rozs they enjoyed excellent health. Returning with M. 
Bellot to Batty Bay, the ship was housed for the winter, and prepara- 
tions made for searching during the time she would be fast. They 
Started with sledges on the 24th of February, with a party of fourteen 
men, stopped a short time at Fury Point, then crossed Melville Bay, 
Sot as far west as Brentford Bay, and here discovered the passage al- 
ready referred to. 

A fatigue party of six men pushed up this new channel, walking and 
sledging it, in 72 deg. north latitude and 100 deg. west longitude, while 
eight men returned to the ship from Brentford Bay. Mr. Kennedy and 
M. Bellot were of the advanced party, traversing the north coast of 
Somerset, round by Port Leopold, and arriving at the ship on the 30th 
of May. This was a most difficult and trying journey, the weather 
being thick and stormy. The direct distance from this ship to the 
channel would be 600 miles; the distance traversed was fully 1200 
miles. But in all this search, which included also a search of Cape 
Walker, no new traces were found of Sir John Franklin, During the 
time that Mr, Kennedy was out, Dr. Cowie, with a party of four men 
crossed Cresswell Bay to the water on the west side of North Somerset, 
but was alike unsuccessful. 

Scurvy now unfortunately appeared among the men, and they had a 
sickly time of it from May to July, but a party getting down then to 
Port Leopold, Mr. Kennedy was able to procure anti-scorbutic medicines 
and food, and the crew then gradually got better. 

On the 6th of August, last summer, they got out of Batty Bay, andpro- 
ceeded northward, intending to go to Griffith’s Island. They reached 
Beechy Island on the 19th of August, and falling in with the North Star, 
stationed with provisions for the use of the Franklin Expedition, and 
learning that the other vessels had passed up Wellington Channel, Mr. 
Kennedy deemed it useless to proceed further north, and determined to re- 
turn home. At the time he left Beechy Island, Wellington Channel was 
open and free from ice as far as the telescope could command a view; 
and it is the opinion of Mr. Kennedy, as well as the officers of the North 
Star, that from the remarkable openness of the season, the searching 
squadron will occupy a more advanced position than any of the previous 
expeditions could reach. 

It is an important fact that many of these journeys were performed by 
Mr. Kennedy in the depth of winter, which has hitherto been regarded 
as necessarily a season of total inactivity in this part of the globe. He 
left Beechy Island, the rendezvous of Sir Edward Belcher’s squadron, on 
the 24th of August, and he brings the first intelligence of the expedition 
under that gallant officer and Captain Kellett. On the 14th of August 
Sir E. Belcher had sailed up Wellington Channel, which he found quite 
open and free from ice, while Captain Kellett had pursued his course 
up Barrow Strait, towards Melville Island, under circumstances equally 
favourable. Mr. Kennedy has brought to the Admiralty voluminous re- 
ports from Sir E. Belcher and the other officers of the Arctic Expedition. 
These documents are principally confined to a statement of the regula- 
tions to be observed by the commanders of the different vessels com- 
posing the expedition, so as to render the attainment of their object as 
far as possible effectual, and to provide against the worst contingencies, 
Although they leave us still in doubt as to the fate of the missing ships, 
the Hrebus and Terror, they manifest a stern determination in Sir E. 
Belcher and his brave officers to do their utmost to relieve, or at all 
events to ascertain the precise facts as to Sir John Franklin and his 
gallant companions. The last of Sir E. Belcher’s despatches is dated 
the 14th of August, written immediately before his departure from 
Beechy Island for Wellington Channel. It is evident that his hope of 
discovering some traces of the long-lost ones is contined to this portion 
of the inhospitable regions of the ncrth. The latest despatch is from 
Commander Pullen, of the North Star; it is dated Beechy Island, Au- 
gust 23d. The most interesting and important fact is, however, con- 
tained in the following letter :— 


Her Majesty’s ship Reso?ute, Beechy Is!and, August 14. 
S'r,—I have the honour to inform you that, on the 11th instant, Messrs. Dom- 
ville, Alston, and myself walked to Caswell’s Tower. At the foot of it, facing 
th» south-east, and about 300 yards from the beach, we found the remains of an 
old Esqnimaux encampmint, consisting of about thirty roined huts. One of 
Edwards’ small potato-cases attracted our attention, and on searching we dis- 
covered several of Goldner’s preserved meat canisters, seven or eight wine- 
bott'es, a fireplace, god @ small well; the bottom of it was lined with small 
stones. A pathway cf large fiat stones led to the well. No cairns nor docn- 
ments were found. These articles evidently belonzed to some of Sir John 
Franklin’s parties ; most probably a shooting party. 1 then ascended the tower, 
which is abeut the same heigi.t as Beechy Sound, but much steeper. Naither 
cairns ror documents were found. Five bears were seen during our walk; one 
of them was severely wounded by Mr. Domville. The land was very barren; a 

little moss and sorrel was the only vegetation seen. I have, &e., 
R. Vesey Hamitton, L‘extenant, R.N. 


Herry Kellett, Esq., C.B., Captain, H.M.S. Resolute. 


Gotp Dust rrom Avstravta—trhe following arrivals have re- 
cently taken place :—The ship Derwent, ‘rom Port Philip, has brought 1 bag and 
3 boxes of gold-durt ; the Nelson, from Port Phiiip, 11 boxes of gold ; the Aden, 
from Launceston, 9 boxes of go d-dust, the Middleton, from Hobart Town, 
45 boxes cf gold , the Blundell, from Port Philip, 7 boxes and 3 bags of goid; 
the Sophia Mrfratt, 30 boxes of gold and 10 boxes of gold-dust, | box of crude 
gold, and 2 boxes of bullion ; and the vessel Hoogley, from Melbonrne and Gee- 
long, 19 boxes, 3 bags, and 1 other package of gold, consigned to different parties 
in the metropolis, and to order. 


PuNisuMENT oF TrKASON IN PeRstA.—We mentioned in a former 
Dumber ot our paper the attempt against the Soah of Persia. We now learu 
that Msjee Suleiman Khan, accused as the instigator of vhe crime, was seized, 
his body was carefully drilcd with a knife in parts which would not at the 
moment canse death; pieces of lighted candles were then introduced inte the 
holes, and, thus iiluminuted, carried in procession through the bazaar, end 
finally conveye t to the town gates, and there cleft in twain. The Kurret-il-Aio, 
better known as Bab’s Lieutenant, or the Fair Prophetess of Kazoesn, who 
siuce the lace religions outbreak had been kep*a close prisoner at the capital, 
has been executed with some dozen others. His Mejesty received three slug 
wounds in the shoulders, but al! of a very slight nature. 


Potick AND PoruLation—A somewhat curious table has been 
compiled by the chief of the Liverpool police, showing the popniatioa, area in 
mies, and proportion of police to the general public, of the principal towns in 


the kingdom. The following are the resuits :— 
Proportion to 


Places. Population. Areain miles. No. of Polica. Population, 

London (Metropolitan) .. 2,399,000 .. 700 .. 5636 .. 1to 425 

os) CORY) 0. Se PERE EOD |. ‘| ae) 576 . Ito225 
Dnbiin (City) e+ « , 300,000 .. 44... 20... 1009; .,.... . L to. 973 
Glasgow... ee e+) 383,657 °C. 107°. 620 . 1 to 537 
Bristol he Sith “ee. om 140,000. i. oe 248 2«.. «= to 564 
Manciester or +» 803,358 .. of .. 449. 1 to 675 
Birmingham .. - 29384 ., 188 ax 327) ww «= RO TID 
Liverpool aa as: oe PALS Wk The 400 ss, Tito 761 


put into his hands, by the solicitor of the defendant, a printed copy of rales and 
regu ations for the government of owners and drivers of cabs standing for hire at 
the stations of the London, Brighton, and Sonth Coast Railway. 
tions, he considered, were an illegal assumption of au'hority by the railway com- 
panics over hackney-carriages. 
mended to pay certain rates for Juggage, in addition to the ordinary fares, and 
ais public were told that otherwise the charge was discretionary with the cab- 

rivers, 
disabused, as the cab-drivers could make no charge at all, and the only discre- 
tion that they had in the matter was, that they might refuse to overload their 
cabs with an unreasonable amount of luggage. 
rea‘onable amount without any charge; and it was time thet the railway com- 
panies should understand that they were not authorised in fixing cab-fares, and 
that they were very improperly misleading the pubic by issuing such regula- 
tions as those 
law, and as the parties doing ro have been acting under the sanction, or rather 
under the coercion, of the railway companies. he felt himself called upon to 
inflict upon the defendant in this case the fall penalty of 403, with the cost of 
the summons. 


These regula- 


Among other things, the public were recom- 
This was an error uf which the public mind could not be too spsedily 


They were bound to carry any 


As there had been much obstinacy in continually violating the 


Jury Process anoutsHep.—On the 24th inst., when the Common 


Law Procedure Act will come into force, the several writs of venire facias, jura- 
tores, and distringas juratores or habeas corpora juratorum, and the entry 
Jurata ponitur in respectu, will be abolished. 


ApDMIssion oF DocuMENTS UNDER THE NEW Law.—A saving of 


expense in law proceedings will be effected by the Common Law Procedure Act. 
Hitherto a Judge at chambers made an order to admit a document, but the Judge 
on the trial will have to decide the matter. 
sion will now be allowed, instead of the expense of a witness attending to prove 
the service of nolice to produce. 


An affidavit of the proof of admis- 


PRocEEDINGS IN Error.—By the Common Law Procedure Act, 


writs of error are abolished. Error must be brought within six years, instead 
of twenty years, as under the old system. 


Werrts or Exzcuriox.—An important alteration is made by the 


Common Law Procedure Act with respect to writs of execution. They are not 
to remain in force for more than one year, unless revived. 


County Ratrs.—By a provision in the new County Rates Act it is 


enacted that all business relating to the assessment and application of county 
Tates must be transacted publicly and in open court, and no order is to be bind- 
ing unless made publicly and in open court. 


A Hzarttess Fravp.—At Bow-street police-office, on Wednesday, 


Wallace Harvey, a member of Gray’s-inn, describing himself asa special pleader, 
of 2, Middle Temple-lane, was committed by Mr. Henry, the magistrate, to take 
his trial on two separate charges—namely, forgery and obtaining money under 
false pretences. The prosecutrix, Mrs. Wood, was the widow of Dr. Ralston 
Wood, a literary gentleman who died at Christmas, 1850, at which time the 
prisoner, finding her left friendiess in London, represented himself as the com- 
panion of her late husband, and volunteered to manage her affairs. 
armed with her authority he possessed himself of her entire means, consisting of 
about £600, an annuity of £20, and some property at Glasgow, which he in- 


Thus 


duced her to sell for £214. This amount (minus £4 for her own immediate use) 
was placed in their joint names in the Commercial Bank of London, and sub- 


sequently drawn out by the prisoner, by checks bearing the forged signature of 


the widow. He continued also to receive the widow’s annuity from Scotland, 
sending forged receipts for the same, and never paying her more than a few 


shillings at intervals for her support. 


New JupGE oF THE MaryLepone County Court.—Mr. Andrew 
Amos, who has for some years past presided as judge of the County Court for 
Marylebone, Brompton, and Brentford, having resigned that appointment, the 


Lord Chancellor has appointed Mr. John Leycester Adolphus, of the Northern 


Cirenit, selicitor-general of the county palatine of Durham, and the well-Enowa 


reporter of the Court of Queen’s Bench, to be the new judge. 


THE FRENCH PRESIDENT’S TOUR. 
MONTPELLIER AND AIX. 


Tue pair of tableaux upon the next page presents two striking episodes 


in the President’s Tour: in both instances the incidental festivities pre- 
pared for the reception of the Prince are full of the picturesqueness of 
moyen-age festivity, and are, therefore, especially adapted for illustration. 
In England, we are satisfied with evergreens and flowers, and a few 
hundred yards of simple draperies, for Royal receptions; but in France 


the characteristic taste and ingenuity of the peopleure displayed in gay 
pavilions, arches of rich design, grouped banners, and a host of decora~ 


tions more resembling contributions to a theatrical spectacle than an 
unadorned demonstration of loyal feeling. The outline of the Presi- 
dent's Tour was given last week; so that we shall here only describe 
the spécialités of the two displays we have selected for Illustration. 

The scene at Montpellier is the Promenade de Peyron, where the popu- 
lar Societies of St. Maurice and St. Napoleon. the pupils of t'e schools, 
the deputations of the communes, the old soldiers with flags, together 
with a vast crowd of spectators, were assembled. There the !ocal dances 
of Les Treias and Le Chevalet were executed. The Prince, on arriving 
and departing, was greeted with enthusiastic shouts of “ Vive Napo- 
leon TIT. !” “ Vive LEmpereur’ The Prince afterwards returned to the 
Prefecture, and held a reception. 

The Promenade is an elevated platform, reached by flights of stairs 
and surrounded by balustrades, and an equestrian statue of Louis XLV 
placed in the centre. 

The Peyron is considered a sort of model public walk: it has its 
shady avenues and neat parterres; at the extremity rises the Chateau 
d’Eau, a sort of fountain-temple, which, upon this occasion was decorated 
with groups of flags placed at the angles of the attic, and a larger 
standard; the Imperial eagle rising at all points. ‘The temple isa 
pleasing architectural composition; upon its basal platform was 
danced the Chevalet, a very grotesque affair, of riders upon wooden 
horses (chevalets), reminding one of a scene in Mr. Peake’s popular bur- 
lesque of “ Quadrupeds,” or in the famed arena of Astley’s, or the Hip- 
podrome at Kensington : the Chevalet is, indeed, a burlesque upon the 
chivalry of old. 

The President’s entry into Aix was accompanied by another theatrical 
exhibition, of like grotesqueness, The Prince entered the city by the 
Porte de Marseilles. He was in an open carriage, and was accompanied 
by M. de Suleau and M. de Chanterse, Prefect and Mayor of Marseilles, 
by General Hecquet, commanding the division, and by M. Sylvain Blot, 
Inspector-General of Police. The place in front of the Porte de Mar- 
seilles was beautifully decorated with wreaths of flowers, and a vast 
crowd, headed by the Mayor and municipal council, was assembled. 
But the reception presented this peculiar feature :—!In 1462, 
King René of Anjou instituted what are called “Jeux de Ja Féte- 
Dieu,” consisting of a number of scenes and processions by persons in 
fantastic costumes, representing the triumph of Christianity over Pagan- 
ism, They have always excited great interest amongst the population 
of Provence. They were suppressed at the Revolution, and revived with 
splendour in 1803, on the re-establishment of Roman Catholic worship ; 
they were also celebrated with much pomp in 1807, in honour of the 
Princess Pauline, sister of the Emperor, This year it was determined 
that they should be on a scale of extraordinary magnificence, in compli- 
ment to Louis Napoleon. Whien, therefore, the Prince arrived, he found 
a great number of persons attired in strange costumes, as angels, de- 
mons, ancient bishops, and as mythological personsges; and they danced 
around his carriage to the music of flutes and tambourines, forming a 
eurious épectacle. 

The Mayor having presented an address, the Prince replied, and a 
procession was then formed, in which the strangely-dressed persons of 
the Féte-Diew occupied an eminent place. It proceeded slowly along 
the Cours, where delegates of all the communes of the a:rondissement 
were drawn up. A number of old soldiers were also there, as were also 
deputations of the Societies of Mutual. Assistance recently authorised. 
The delegates of each commune had a flag; and on the Cours were 
erected three triumphal arches, one of which, with a bit of the pic- 
turesque old city, is shown in the Illustration. In the evening the 
houses were illuminated, and the mummers of the Wéfe- Dieu paraded the 
streets, carrying blazing torches ; thus recalling the festivities of this 
ancient capital of Provence, the resort of the troubadours, the home of 
poetry and gallantry, the theatre of the courts of love and of gay fate: 
and tournaments—of an age far more picturesque (han our own, 
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LOUIS NAPOLEON AT AIX,—‘ LES JEUX DE LA FETE-DIEU.” 


Ocr. 16, 1852.] 


CELEBRATION OF TH BIRTH OF LORD INVERURY. 
On the afternoon of Wednesday" 29th ult., Inglismaldie was the scene of a 
festive meeting of a large num’ of the tenantry on the estates of the Earl of 
Kintore, both in Kincardineshiand Forfarshire, to celebrate the birth of a son 
and heir to the noble Earl; th2fant scion assuming the title of Lord Inverury. 


The preparations for the fest! were upon a most splendid scale: an elegant 
pavilion was erected on the J” in front of the ancient house of Inglismaldie, 


w untenan! by the noble family, suggests many associations 
pi cerrececty aruodeh The metees were decorated externally with a profusion of 
evergreens and banners, an which were the Kintore and Haulkerton arms ; 
while from the top of the’ mansion adjacent, the Royal standard, with its 
rampant lions, waved pestically over the bustling scene below. The 
pavilion was 60 feet in ‘eth by 30 in width, and the height, from ap- 
pearance, more than thirt/eet. The north end was covered with scarlet cloth, 
and fitted up with an orcytra for a brass band. Beneath and in front of the 
orchestra was inscribed j@rge letters of gold, ‘The Queen! God bless her! 
around which there weriome beautiful devices in heather, evergreens, and 
flowers, giving a most pSing effect to the whole. At the other end of the 
marquee, over the chairas inscribed, in letters of gold on searlet, “God bless 
Lo Inverury!” “mg live the Earl and Countess of Kintore!” 
and “Que Amissa g7a!” These mottoes, like that at the other end, 
were tastefully surinded with green branches and flowers, and a 
golden eagle surmoved the large tablet on which they were inscribed. 
The chair was an elegt antique design; betwixt and on either side of which 
were two ornamental‘ees, their tops reaching the roof of the pavilion. The 
company, numberingearly 150, was seated at a cross table, and three other 
tables, extending thwhole length of the pavilion. The whole was illuminated 
with wax-lights; siChinese lanterns being suspended over the centre table, 
and the orchestra a Walls lighted in a very appropriate and effective style. 
The entire decorati8 were highly creditable to the taste of Messrs. Japh, of 
Montrose; and thefrangements were admirably carried out by the committee, 
of which Mr. Barc? was the honorary secretary. 

Ata little past fee o’clock the tenantry entered the marquee, to the number 
of about 150, andt down to a dinner prepared by Mr. Kinnear, innkeeper, 
Lanrencekirk: Jin Blaikie, Esq., of Cragiebuckler, commissioner for the Earl 
of Kintore, ocen2d the chair ; supported on the right by Captain Hawkins, 
father of the »dle Countess; Provost Mackie, Montrose; the Rev. Mr. 
M‘Gowan, Laurcekirk ; Mr. Walter Dingwell, factor on the Inglismaldie and 
Haulkerton estes; the Rev. Mr. Carlyle; and Bailie Fraser, of Kintore. 
On the left of t! chairman were Sir James Carnegi, Bart., of Southesk, and 
Lord-Lieutena of the county of Kincardine ; Adam Burnes, Esq., Montrose ; 
the Rey. A. ¢ Low, Marykirk ; Thomas Barclay, Esq., Montrose; Charles 


had the honour of his acquaintance. I 
trust most sincerely that the young 
Lord may be spared to reach a ripe 
manhood; that Providence may have 
in store for him a better fate than that of 
the late Lord Inverury ; that he may live 
to see his parents descend into the grave 
full of age and honours ; and that, when 
he is called to leave the stage of time, it 
may be truly said of him that he pos- 
sessed all the characteristics of his 
worthy ancestors. Drain your glasses, 
then, to “the health of the young Lord 
Inverury.” (Tremendous and prolonged 
cheering.) 

Captain Hawkins returned thanks on 
the part of Lord Kintore, A variety of 
other toasts were drunk. “ The health 
ofthe Earl and Countess of Kintore” was 
received with deafening cheers; and 
Captain Hawkins, in acknowledging the 
teast, said, he was sure it was the wish of 
the Earl of Kintore that all on his estates 
should enjoy as great a share of the 
good things of this life as was consistent 
with the circumstances in which they 
were placed. He would not like the fire 
in his own hall to burn brightly while 
theirs was in darkness; for the Earl 
knew that he was but the steward of an 
Almighty Master, accountable for the 
manner in which he discharged his 
duties to his fellow-men ; and besides, 
it was no merit of the Earl’s own that 
had gained him the estates, for he had 
been left an inheritance; and, while 
discharging the duties of a landlord, it 
was his duty to remember that pros- 
perity, while it had its rights, had also 
its duties to perform. Here the Captain 
entered into a statistical account of the 
money laid out since the llth July, 
1844, the date of the death of the late 
Earl, down to the end of 1851, showing 


FET’ AT INGLISMALDIE, TO CELEBRATE THE BIRTH OF LORD INVERURY. 


Lya'l, Esq , Kineraig; and Robert Hector, Esq. Dr. Guthrie, Westerton Dun- 
lappie, David Dickson, Esq., banker, Laurencekirk, and James Farquharson, 
Esq., banker, Auchinblae, acted as croupiers. Among the other gentlemen 
present we observed Anthony Adrian Blaikie, Esq., advocate, Aberdeen ; Thos. 
Ogilvy, Esq., J. Duncan, C.E., Perth; Wm. Partridge, Esq., Ardmurdo, Keith- 


hall; Dr. Fettes, Laurencekirk ; Mr. Mitchell, Brunton; Mr. Garland, Cairn- | 


ton; Mr. Peter, Canterland ; Mr. Durie, Dalladies; Mr. Barclay, Northwater 
Bridge, &c. 


After the customary loyal toasts had been drunk, Captain Hawkins rose, and | 


in an appropriate address proposed ‘The memory of the late Duke of Wel- 
lington,” which was drunk in profound silence. 

The Chairman then gave ‘‘ The Military and Naval Services,” hoping,after what 
Captain Hawkins had said, that the people of this country would remember what 
they owed to Wellington and Nelson, the saviours of our national independence. 

The toast was drunk with much applause, the band playing an appropriate 
air, and a cannon outside of the marquee thundering most appropriately at the 
moment. 

The Chairman then called for a special bumper to the toast of the evening, 
observing :—'‘ Most present are aware that sixteen or seventeen months ago the 
tenantry proposed to meet here to celebrate certain proceedings; but that, from 
the death of a near relative of the Earl of Kintore, the intended meeting was 
deferred. We meet to-night under more agreeable auspices—to celebrate the 
birth of an heir to those noble estates. (Cheers.) The ancestors of the noble 
Earl were distinguished men in the days of Robert the Brnce—one of them fought 
by the side of that warrior, and took part in the battle of Inverury, which wasthe 
first successful battle that Robert won. (Applause.) The Earls Marischal 
Oceupy a very prominent place in Scottish story; the fifteenth Earl Marischal 
having founded the university which bears his name. The Earls of Kintore for 
a long time filled the distinguished post of Earl Marischal of Scotiand; and it 
was only after the battle of Sheriffmuir that that honour was taken from them. 

(Applause.) Still the family of Kintore enjoy a large share of respect through- 
out Scotland; and the present Earl is deservedly esteemed by all who had 
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| on the evening of the 8th inst. 


that the expenditureon theestates in Kin- 
= cardineshire and Forfarshire alone, on 
new and the repair and the enlargement 
of buildings, amounted to £13,060; 
on plantations, £3180; on drainage, 
£1220; on drainage, under the act, 
about £4000; and that the annual 
abatements allowed to tenants, in terms 
of a report by Mr. Brown, of Linkwood, 
amounted to £2800; and the allow- 
ances on account of the hailstorm of August, 1850, to £470; and concluded 
his speech by sincerely thanking the meeting for the manner in which the 
health of the Earl and Countess had been received. 

At length, the health of the croupiers having been drank, the company retired 
to the green to witness a splendid diplay of fireworks from the roof of Inglis- 
maldie House, and trom the lawn; and the sports on the green continued till a late 
hour. The fireworks afforded great delight to the company; and their effect 
was very imposing for many miles round, 


THE ORGAN OF ST. JAMES’S, PICCADILLY. 


THE organ of the parish church, St. James’s, Westminster, having been 
renovated and improved, the churchwardens, Messrs. Garrett and Crane, 
invited alarge number of parishioners, and many musical professors and 
amateurs, to testits qualities, as developed by Mr. Burrowes, the organist, 
The original organ was constructed in 
1687 by Harris, and erected for King James II., in the chapel of White- 
hall (then used for Roman Catholic worship.) In 1691 it was presented 
by William and Mary, together with the gallery, to St. James's parish. To 
the present Rector (the Rey. John Jackson, M.A.) and churchwardens 
(Messrs G. Garrett and Frederick Crane) we are indebted for 
its restoration, with divers modern additions and improvements, 
ineluding a detached choir organ standing in front of the Gal- 
lery. To Mr. C. Lee, of Golden-square, the architect to the parish, was 
assigned the task of the erection. Mr. Bishop, of Lisson-grove, had the 
building of the organ ; and to Messrs. G. and C. Bishop, Bennett’s-hill, 
Doctors’ Commons, the herald painters to her Majesty, were allotted 
the decorative portions. 

The organ has been re-constructed on the German principle, with 
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THE ORGAN AT ST. JAMES’S CHURCH, PICCADILLY, ORIGINALLY CONSTRUCTED FOR KING JAMES II. 


three rows of keys, compass, C C to F in alt—the swell throughout— 
and independent pedal organ from CCC, 16 feet to E two and a third 
octaves. The great organ contains 12 stops, or 864 pipes; the swell 
organ 11 stops, or 810 pipes: the choir organ 9 stops, or 450 pipes; the 
pedal organ, 4 stops: total number of stops 45, and of pipes 2240, 
with 6 coupler stops and 7 composition pedals. The pedal 
is deficient in mixture and reed stops, so essential to give 
the brilliancy, but the general quality of the instrument is pure and 
rich in tone. Mr. Bishop is the inventor of the composition pedals, and 
the anti-concussion apparatus for steadying the wind; he also invented 
the stop “ Claribella,” which has a full tone between the mouth and 
reed-pipe. On such an occasion it isa pity the continental practice is 
not observed as to thetrial of a new instrument, being entrusted to se- 
veral players. Mr. Burrowesis, no doubt, apt at psalmody, but his se- 
lection proved that he is not a first-rate executant. Out of thirteen pieces 
only three appertained properly to the genuine organ school. Tue abili- 
ties of such players as Dr. Wesley, Dr. Gauntlett, Mr. Best, M:. Henry 
Smart, Mr. Cooper, Mr. Chipp, M. Silas, &c., ought to hav: been put in 
requisition, if the full powers of Mr. Bishop’s improvements were to be 
fairly and fully essayed. 

In the admiration expressed at the elegant appearance of the organ, 
harmonising, as it does, with the florid style of the interior of the church, 
there can be but a cordial adhesion on all hands. 


ALLEGED EXTRAORDINARY ABSTINENCE FROM 
FOOD, AT SHOTTISHAM, NEAR IPSWICH. 


Ow Wednesday evening week a public meeting was held in St. Andrew’s Hall, 
Norwich, having been announced by hand- bills, stating “ The case of Elizabeth 
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SQUIRNEL’S COTTAGE, AT SHOTTISHAM, NEAR IPSWICH. 


Squirrel, who has abstained from food and drink for twenty-one weeks, having 
ocaasioned such an excitement, and many reports having been circulated utterly 
at variance with the truth, the public are respectfully informed that a public 
meeting will be held, at which every particular connected with the case will be 
explained by Dr. Matcham ; and Mr. J. Buckingham, one of the gentlemen who 
watched the case for fourteen days, will attend and deliver his report.” 

Before we detail the proceedings at this meeting, it will be requisite to nar- 
rate an outline of the case. Mary Elizabeth Squirrel, about fourteen years of 
age, is the daughter of one Asaph Squirrel, a tea-dealer, at Shottisham, a village: 
five miles to the north-east of Woodbridge, in Suffolk. The girl, it appears, 
possesses strong natural abilities, and at a very age distinguished herself 
at the village school by her aptitude for learning. June, 1850, at the age of 
twelve, she was attacked by a spinal affection, for which she was sent to the 
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East Suffolk Hospital, at Ipswich, where she remained about six weeks. Upon 
her return home, she became worse, and lock-jaw set in, depriving her, it was 
alleged, of the power of swallowing. According to the reprecentation of her 
parents, she was kept alive solely by having milk poured dewn her throat, 
though the quantities were so small that her death was daily expected. In 
thi wey she contianed to live until midsummer, 1851, when she recovered from 
lock-jaw. In the meantime, it is said, she became blind and deaf, two infirmi- 
ties, ic is represented, under which she yet labours. Her misfortunes, coupled 
with her mental endowments, and with the assert'on that she still ate no food, 
occasioned considerable interest, and, by degrees, her fame spread far and wide, 


the cottags ia which she resided being ‘visited at all hours of tue day by persons | 


Conversation with her was curried on by means of the deaf 
and dumb alphabet, and the sympathies of her hearers were enlisted by the 
fervour with wnich she spoke, chiefly upon religious topics. In time sho began 
to give out out that she had had a vision of angels, that ene of them had con- 
sented to become her guardian and constant attendant. and that its presence 
was manifested by the ringing of a small tumbler, which stood upon a table by 
her beds‘de, caused, as she said, by the wings of the augel sweeping azainst it. 
It was also alleged that she possessed great sensibiity of touch, and could read 
manuscript letters, and even phonographic characters, by running her fingers 
over the lines. These varieus circumstances combined presented a case irre- 
sistible to the lovers of the marvellous, and hundreds, in every Tank of lie, 
found their way to the bedside of the girl. About four months since, she and 
her perents stated that milk had ceased to afford her any nourishment, and that, 
in fact, she had left off taking any sustenance at all. Wesks pasred on, visitors 
closaly watched her, and all came away convinced of tho truth of this statement. 
At length some gentlemen of Ipswich, interested in the case, felt it was a duty 
owing to seciety that some systematic effort should be nade to asvertain whether 
there was not imposition practised. A committee was, accordingly, formed, 
consisting of eight gentlemen, and measures were adopted to test the case. 

First two nurres watched her for eight days and nights, during which they 
declared she took no sustenance whatever. A committee was then formed to 
watch, and, in consequence of their suspicions, the bed was searched by Mr. 
Frances, a surgeon, in the presence of the purses, when proof was fornd that 
nourishment of some kind must have passed the girl’s lips. Upon the divco- 
very being made, the girl. it is said, snddenly lost her deafness, and encea- 
voured to prevent the nurses taking yossession of the bundle, aud afterwards 
resisted the removal of a small bex belonging to her. It also appears that the 
girl had a glass harmonicon in the room, which frequently lay upon the bed, at 
no great distance from the table where stood the mysterious tumbler by mesns 
of which the angelic presence was marifested. 

The parents still represent that their child has received no nourishment, 
whether liquid or solid, for nearly fenr months. It is not denied that during 
Saturday, Sunday, Monday, Tuesday, Wednesday, and Thursday, no food or drink 
was seen to be administered; but, it appears, the girl was allowed to have an 
open parasol on the bed, to screct her froma draught from the door, and that 
the parents frequently assisted her to vary her posture in bed. Whether these 
were pretexts to enable food to be administered can only be « matter of surmise. 

he committee have since published their report, avowing their unanimous 
conviction thet fraud must have been practised. 

‘At the meeting held at Norwich on Wednesday week, Mr. Dean took the chair ; 
and in opening the proceedings, gave a brief exposition of the case, and stated 
the particulars of a visit psid by himself to Elizabeth Squirrel, the result of 
which was to convince him that she was no impostor, at least as far as blindness 
and Geafness were concerned. 

Mr. J.S. Buckingham next spoke, and, in conclusion, said—After watch- 
ing this child for eight days and six nights, he had had good opportunities of 
observing her under a variety of aspects, and he was fully convinced that she 
was utterly incapable of being a party to an imposture. He was, theretore, 
satisfied that she had, as stated, lived without food and drink for twenty-two 
weeks, and that she was totally biind and deaf. 

Mr. Matcham, as the result of ** his own watch,” avowed his satisfaction that 
the case was a geniine one; and, in conclusion, moved a resolution—* That this 
meeting, having heard the statements ot Mr. Buckingham and himself, do syim- 
pathise with Mr. and Mrs. Squirrel ia the position in which they are placed by 
the statements of the other watch, which they are of opinion have been so 
coloured and varnished as to prevent their getting at the truth. 

‘A Mr. Nockolds se onded the resolution, which was put by the chairman, and 
declared carried nem. dis. 

The meeting then separated. 


anxious to see her. 


CALENDAR FOR THE WEEK. 


Suxpay, October 17.—Nineteenth Sunday after Trinity. 
Mornay, 18.—St. Luke. 

Turspay, 19.—Dean Swift died, 1745. 

Wepnespay, 20.—Sir Christopher Wren born, 1632. 
TnorspaY, 2!.—Battle of Trafalgar: Nelson killed, 1805. 
Farpar, 22.—Irish Massacre, 1641. 

Satunpay, 23.—Battle of Edgehill, 1642. 


TIMES OF HIGH WATER AT LONDON BRIDGE, 
FOR THE WEEK ENDING OCTOBER 23, 1852. 
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REGULAR SUBSCRIBERS from SEPTEMBER 18 will receive 
LARGE SHEETS of the PROCESSION and PUBLIC FUNERAL, GRATIS. 


A Lasting Memorial of the National Mourning. 

MAHE LIFE, the DEATH, and PUBLIC FUNERAL 
OF THE DUKE OF WELLINGTON. Sze 
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SATURDAY, SEPTEMBER 138, 


And followiug wecks to the week of the Funeral. Price Sixpence each Week. 
(Double Nambers extra.) Orders received by all Newsmen throughont the 


kingdom. 
Office, 198, Strand, London. 


TO CORRESPONDENTS. 


Tye NATIONAL Sones’ AND MsLoprzs or EncLanp —We beg to state, in 
answer to numerous cerresponcents, that the publication of this series is not 
concluded 

Bristou, Z—The arms in question are, we believe, “ Per pale sa and gu, three 
leopards’ heads erased or” 

Epwix—Arms of Sir Brian Fitzalan, Kt, of Bedale:—“ Barry of e’ght or and 
gu.” Of Sir Oliver Ingham :—* Per pale or and vert, across moline gu” 

GS—Arms of Scarth :—‘“* Az a dolphin nsiant between three escallops or. Crest: 
On the stump of a tree couped, sprouting a branch from the dexter side, and 
environed with a serpent, head to sinister, an eagle rising, all ppr. Motto: 
Volando reptilia sperno.” De Rupeis the Latin name for the family of Roche, 
and occurs frequently in the o!d deeds of the Lords Fermoy 

Aw OLp SunscaisER—Mottoes may be assumed or changed ad libitum; conse- 
quently the grandson might legally adopt the motto of his grandinothor’s 
family. Toe daughter of an heiress does not become entitled to quarter her 
maternal arms until her mother is dead. No one is entitled to more than one 
crest, unless he bears two surnames, or has obtained himself, or derives descent 
from, an ancestor who had 2 specific grant of tlie additional device. Thus, in 
the care of Mr. Whitgreave, of Staffordshire, a second was granted to him and 
his descendants, in remembrance of the protection afforded by his ancestor at 
Moseley Court, to King Charles 1J., after the fatal issue of the battle of 
Worcester 

SHELLDRAKE.—The first Earl of Atiflene, the famous Genera! Gedert de Gin- 
kell, Baron de Rede in Holland, died in 1703, leaving, by Ursula Philipota, 
his wife, two sons, Godert, his heir, as second Earl of Athlone, and Frederick 
Christian Heer Harvelt, one of the chief nobles of the province of Guelderland. 
We regret we have no further particulars of the General’s marriege and issue. 
Archdale’s Lodge contains 2 meagre pedigrec. 

D T R—Arms of Evans: ‘Arg a fesse between three fleurs-de-lis sa” 

A Cornesronpent who sought information relative to the soa of the celebrated 
Admiral Rooke, may learn particulars, personally or by letter, from Mr Lewis 
Rooke, “‘ Manor Cottage, Newport, Barnstaple, Devon” 

Anraur Vere—The writer quoted is not an authority: Blackstone is. We re- 
ferred to both books before we gave the answer in question. Jarristers are 
Esquires by law 

Hamitrronran—The Marquis of Huntly is the ‘‘ Father” of ihe House of Lords, 
having been born in 1761. He has, consequent'y, completed his 91st year. 
The present Duke of Hamilton bas two surviving sons and a daughter 

OpeEssus.—The charge made by the Heralds Office fer granting arms is about 
75 guineas. The charge is the same in J] cascs. 

Bera.—there is, at present, no sct of Parliament which gives in England a 
copyright in a painting, or protects it from beiry pirated. An engraving, 
however, is protected, on condition of the date of its }ubtication and the 
name of the proprietor appearing on esch plate. 

F Q R—Tho new patent law will come into operation on the lst of next Octoter. 
Under this new,Jaw the Attorney or Solicitor-General may erant a six months 

rotection to an invention which has teen referred to him on petition for 

— letters patent ; bat then the invention will be unprotected after that, if the 
proceedings for the patent be hot continued. The fee for the petition will be 
£5; but the Attorney or Solicitor-General must be a'so paid. The new law 
does not interfere with the present registration statutes. 

JL S—A person in priest’s or, we believe, in deacon’s orders, will not be ed- 
mitted at the inns of Court for the purpose of being called to the bar. 

J J C—Some gentleman of the bar (whose name hes escaped us) has an- 
nounced a work on the new militia law, which may be had at any of the law 
booksellers, and which, no doubt, will supply the required Diceeye. 


OSTON and MIDLAND COUNTIES RAILWAY 


and DOK COMPANY.—Provisionally Registered. 
CAPITAL, £300,000 in 30,0°0 Shares of £10 each, 
DEPOSIT, £1 per Share. 
Supported by Landowners on, and in the Neighbourhood of the proposed line, 
and by the Mercantile, Trading, and other Interests of Boston and Nottingham, 
and the intermediate districts ; including, amongst others— 


LANDOWNERS. : 
Tho Right Honourable ths Earl of Winchi soa and Nottingham, Heverholme Priory, Sleaford 
The Right Honovrab'e the Fari of Dysart, Buckminyter Hal, Grantham 
bir Gilbert Heathcote, Bart. M P., Normanton Park, Stamford 
Sir Claude Kdward scott, Eart, Cavendi-haquare, London 
Charles Alix, Erq. Wisloughby. Grantham H W Hartley, Esq, Boston 
Anthony Willson, Eq. Rauceby Hall, Sienford John Cooper, Esq, Swineshead 
JM Tennant, Req, Grosvenor Terrace, Hvad- Casswell Ingall, «iq, Swineshord 
ingly, leeds Wiliam Surcham, ss*q. Ewerby. Sleaford 
Borbert Ingram, Esq, 15, Hertford-street, | J W Duddiog, Enq, Howell, sieafo: 
Muy-fair, London; and Rickmansworth, Richard Godson, Ivsq, Heckington 
Herts Jchn Tomlinson, Esq, Helpringham, Sleaford 


BOSTON 


John Nobls, Esq. Mayor of Boston \ ‘Tne Rey M Sheath Magis’ rates 


Joan Ks wson, Enq | Magis- | The Rev B Berridga for the 
Robert W Stainbavk, Esq *rates of | The Rev H Ho'dsworth Division of 
James E Toxtord, Eeq Boston. | The Rev J Taunnard Holland. 
John Elsam, Esq JTC Moore, Esq ‘ 
Alderman Cooko William Garfit, Jan, Eeq 
‘Alderman Sharp ) Thomas Garflt, Esq tach 
‘Alderman Hartley | Thomas Gee, Esq Bauch 
COMMON COUNCILMEN, Thomas Wise, Esq al? 
W 4 Lewin 
Hi Button Messrs C T and Ii T Wright 7 Iron- 
JC Little Me RJ Harwood > Monsors of 
‘tT Small Membors | Mr J Fendelow J Boston 
W Taylor of the 
W Richardson > Town Mr John Oldrid 
Walter Clegg Council of | Mr W Clayton nf 
JT Rose Boston, | Mr James Smith 
W Simonds Mesers Jeckson and Harmston 
W ii Clarke Mr J % Small 
T Stator Mr James rhorns | Mereers 
HA #mith Mr WH Largo and 
T Fricker | Marsrs, Popper and West Drapers 
E Ingram Morsrs Asp'and and Morton or 
BS simpsen J Mr John + mith Boston. 
Mr Charles Builey 
Moesrs Wright and Son Mersrs lack and Linton 
Mr Nathaniel Wedd } Me Edward Hildred 
Messrs Caister and Son Mr J L Papo 
Mr. ‘Thomas Wright Mr John Ward 
Mr Joseph Wren 
Mensrs Ri end T Collis Mr John Gesk 
Mr Edward Thompson | Merchants | Mr Johu Hobson Geosees 
Mr Stephen Lewin | and Mr. ‘Thomas Kitwood of 
Ms Le.ior Daulion y Buipoaners: Mr. ‘Thomas Sinall Bos.on. 
Mr J Daulton of Messrs Robinson and Smith — 
Mr William Wilkinson | Boeton. Messrs Alien and Co 
Mersrs John Sharp and Son ; Mr Joho Nunneley 
Mr Thomas Camm 
Mr William Snart Mr J H Thomas 
Mr. George Hill Messrs Pilley Chemists 
Mr Jorn Pats Thompson, Allen, and Co and 
Messrs Yeatman and Son MrE c Lewin Droggists 
Meesrs Ridlington and Co J Mr C Ingamolls of Boston. 
= aa es Mr Luke bland 
essrs Rornolds and Son 
Mr Jchn Thompson me Nene Mr R Morton Brewers 
Mr Fos er Blades Millers ¢ | Mr R Dyer } of Bo. 
Mr Wiiliams Rice Hors Of | Mr © Dawson oye 
Messrs Tusford and Sons malas 
SLEAFORD, 
The Rev Richard Yerburgh, Vicar Mr William Turner 
The Rev Henry Manton, dead Master, Gram- | Mr Johu A mond 1 Merchan' 
mar School Mr Robert Bonner ana Miller 
Mes+rs Moore and Poake, solicitors Mr Thomas Smith ¢ Sleaf a. 
Messrs W H and W Holditch. eolici{ors Mr Joon Bland Sh Saggy 
Messrs Foster and Rogers, solicitors Mr John Jutlian 
Nr C G Bissill, solicitor 
Ralph Cou! on, Esq. MD Mr William Hunt \ 
Mr Joha Hedford, sargeon MrC D Newton 


Mr William Owen 


Mr John Henry Bissill, surgeon | Merecers and 


Mr John Warwick Mr Elrton Law 
Mr Berjamin Snow Mr 'l' F Weston ; Dire 
Mr Rowland Williams Mr Alfred Roberts oy 
‘Mr George Cox Mr George Bacon 
Mr John Sharpe, ren Mr Edward Storey 
Mr John Sharpe, jun 

Mr Robert Obbinson D ists 
Bee Kirk and Parry Mr Georgs Weston — 

r Johu Payne r William Hea! 

Mr Jonn Nicholls Merchants | Mr Churies Fostor Steaford 
Mr Charles Job Sleaford 
Mr Thomas Simpson Mr Edward Allen ) 
Mr James Gocdacre Mr Leesun Capp 

Mr Thomas Webster Grocers 
Mr John Tayler Marston 7 Brewers | Pitch‘ord and Co of 
Mr Richard Roberts of Mr W H Mas in Sleaford 
Mr Joseph Mowbray s Sleaford | Mes-rs Almond J 

Mr J C Brewit 


NOTTINGHAM. 


Means have been taken to ascertain the opinion of the Town of Nottingham, 
and the Mayor and Inhabitants have expressed themselves highly favourable to 
the undertaking. 

BOARD OF MANAGEMENT. 
W Gordon Thompson, Esq, 83, Gliucsster- 
terrace. Hyde-park, London 
John Sadlier, Esq, M P, Chairman of the Lon- Edward Mank, Esq, The Park, Nottingham 
don and County Bank, Lombard-street, wee mee Esq, Magistrate and Banker, 
joston 


London 
Herbert Ingram, Esq, 15, Hacieietcutriaey PYhomae Wise, Esq, Magistrate and Banker, 


The Hon Fitzhardingo Henry ¥F Berkeley, 1, 
Victoria-:quare, Belgravia 


Mapfair, London; and Rickmansworth, Boston 
Herts C P Roney, Esq, Hanover Cottage, Regent's- 
TS Cooke, Esq, Merchant, Boston park 


BANKERS. 
Mezsrs. Masterman and Co; Masera Robar's, Cur is, and Co; Messrs Barclays; and the 
London and Cousty Bank. London. 
Mosors Garflt, Ciaypons. and Garfit; Messrs Gee and Co; end tho Ftamford, Spalding, and 
Boston Joint 8 ock Banking Company, Boston. 
ENXGINEERS—George Parker Bidder, Eeq; George K Stephenson, Eig; Wiliam Lewia, Esq. 
SURVEYOR—Mr Robart Reyno.ds. 
Boston; and 8, Vernlaz buildings, Gray’s-inn, Lond 
Mesers Staniland and Chapin rARY--Mr Robert Stainbank, hi ci i 
Company's OFFiCES—%, Verulam-buildings, Gray’s-inn, London, 

In the year 1845 an Act was obtained for the construction of a line of railway 
from Ambargate to Boston (vid Nottingbem and Grantham), called the “‘ Amber- 
gate, Nottingham, and Boston, and Eastern Junction Rauway;” but the dith- 
culties of 1847 prevented the company carrying out the undertaking in its in- 
tegrity, and they were compelled to limi: their operations to the formation of 
the_line from Nottingham to Grantham, thereby abandoning the most im- 
portant feature in the undertaking—tae connecting the Midland distric:s with 
the port of Boston. F 

The link in the chain of direct Railway communication between Nottingham 
and Boston be'ng still unsup lied, the important Manufacturing Towns of Bir- 
mingham, Derby, and Nottingham, as also the Potteries, are yet compelled to 
avail themselves of the Ports of Grimsby or Hall for their means of Export and 
Import to and from the Ba.tic and Dutch Ports. 

‘The Port of Boston being nearer to the Dutch ports than either Grimsby or 
Hull, and the latter ports being each about thirty smiles further distant 1rom 
Nottingham (the key of the Midland districts trom the east) than the port of 
Bos*on, it follows that, for many articles of export and import, this latter piace, 
asa suipp'ng port, has over the other two an indisputable advantage, while at 
the same time the new line of communication proposed to be provided wou!d 
also give to those ports additional access to the midiand districis. 

‘At this time vessels of 400 tons burthen (a cla-s of versel usually emp'oyed in 
the Baltic trade) discharge their cargoes at the quays in Boston; and the navi- 
gation offers facilities for great improvement, which, if found expedient to 
carry out, would enable vessels of considerably larger tonnage to enier the 


ort. 
" By means of dock accommodation also grcat advantages will be afforded to 
which will unquestionably arise by connect- 


the shipping of the port. 

To secure the important results 
ing the pert of Bostoa with the Ambergate Railway at or near to Grantham, from 
whenee an uninterrupted line of railway now extends to Nottingham and all 
the midland districts of the kingdom, this undertaking ig suomitted to the 
favourable consi¢eration of the public. 

Tne distance between Boston and Grantham (vid Swines} ead, Heckington, 
and Sleaford) is uncer 31 miles. The line proposed willrun over an unusually level 
country, and having been in-pected by the engineers, they repcrs the same to be 
free from all engineering difficulties ; and it has (as shown in the prospec.us) 
considerable local support. both among the landowners affected by the line, and 
the commercial and trading community of Boston, Sleaford, and the surround- 
ing Gistricts. ; 

From these combined circumstances {he cost of constrnetion will, perhaps, b2 
less than that of asy Reilway yet formed ; and the formation of the Docks, from 
the favourable nature of the site selected, will also ba constructed at cumpara- 
tively small cost. 

The anticipated T. affic from the Line and Revenue from the Docks premises to 
pay a consi “erable per centageto the Sxareholders, 

‘An act for carry ng Oat the Undertaking will be applied for in the next se- 
sion ; and, if obtained, the works will be completed within a very short period. 

Application for shares to be made in the subjoined form, either to the C m- 
pany’s Solicitors or Secretary, or to Messrs. Oswin, Tootal, and C»., 10, Argel- 
ecurt, Thregmorior- treet, London; Mr, Tuomas Roberts, Manchester; Messrs. 
Neilson, Liyerocol; Mr. Pearson, Bumingham; ani Messrs. Peet und Son, Nui- 


tinghara. 
FORM OF APPLICATION FOR SHARES. 


TO THE DIRECTORS OF THE BOSTON AND MIDLAND COUNTIES RAILWAY AND 
DOCK COMPANY. ai 
Gentlemen, I requost you to allot ine Shares in the above Company, and 
I here’ y undertake to accept tho same, or any less numser that may be allotted 
to me, and to pay the sum of £1 per Share thereon, aud execute the Deed of 
Settiement cf the Company when required £0 to do, 
Name ——-—_—-—- 
Profession or Occupat on ———— 
Address 
Date —— 


a 
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Tuer aggressive spirit recently manifest by a loud-talking 

blustering, unreasonable, and, we hope small party in the 
United States, who haye frequently and éygetically repudiated 
the interference of Europe in their affai, deserves attention 

These people do not aim at conquest, nt at annexation ; 
but the mildness of the phraseology cannot \souise the invasive 
character of their policy. Mexico is at the feet; their hands 
are stretched forward to wrest Cuba from \gin ‘and Jamaica 
from Great Britain. The guano of Peru, noWegarded as a mere 
trading commodity, may serve as a pretext fwar, The Poly- 
nesian Islands inflame their cupidity; whilehe expedition to 
Japan is only postponed to a more convenienfeason. Canada, 
immediately under their eyes, has, for years, een the object of 
their ambition, 

This mania for territorial extension among a piple already pos- 
sessing far more land than they can cultivate for cenries to come, is 
directly opposed to the wise policy of Washington; \r do we believe 
that it finds favours with the intelligent people of tl United States 
That portion of the American press, the most noisy ¢q the least pa- 
triotic, which delights in abusing and menacing thi Britishers,”’ 
and indulges in inflated boasts compared wit, which gas- 
conade is modesty, does not represent the nation spirit, but 
the bitter prejudices of foreign immigrants. Thes men know 
nothing of a rational and well-regulated liberty, or t the guards 
and limits necessary to preserve it pure and intact. he freedom 
they worship isa licentiousness which has no respect the rights 
of others. ‘They leave Europe smarting under a sensof injustice 
and oppression, real or imaginary, and seek to soothe or satify their 
hatred by encouraging or perpetrating violence. [o judge 
the United States aright, this foreign element shoul\ he sepa- 
rated from the native population, and though this may be jfficult, if 
not impossible, to accomplish with exactitude, still it easy to 
draw a general line of demarcation when estimating the Inher de- 
partments of international polities, So long as the old Aperican 
families have the preponderence at elections, we feel certa; that a 
pacific spirit will pervade the Legislature; but when the imigra- 
tion of foreigners equals or surpasses the whole natural in@ase*of 
the white population of the United States, then Euro: may 
expect a change of polity, unless a limit be put on naturalytion. 
The tendency in this direction is already manifest, and cenys re- 
turns show that in Boston and New York city, about one-tlrd of 
the population are foreigners by birth. Now, as the characte of a 


nation results from the character of individuals, and is chiefl de- © 


termined by the influences that ramify from great centres, athe 

metropolis and large towns of a kingdom, it is very evident hat 

in due course of time such a change of public opinion may aise 

from the collision of European passions and caprices as seriouly 

to modify, or perhaps to subvert the primitive institutions of he 

United States. This danger has been ably pointed out by n 

American writer: —* The attention of Congress,” says Mr. Jese 

Chickering, in a recent work on Immigration, “has been frequenty 

directed to the subject of the naturalisation of foreigners ; but th 
conditions of voting, in which resides their direct political powei 

are determined by cach State for itself. In most or all of the State: 
naturalisation is a pre-requisite to voting ; but, owing to the care- 
lessness and fraud in obtaining naturalisation papers, the looseness 
of the State laws, and the connivance of partisans, it cannot be 
denied, as it has been proved by abundant testimony, that great 
frauds have been committed, and many individuals have been ad- 
mitted to the polls, in times of strong party excitement, who were 
not entitled to the privilege by a fair construction of the existing 
laws of the United States, or of individual States. . . . Do 
not these men who are chosen to office propose measures and frame 
laws which regulate all that we hold dear in the States and the 
Republic? In listening to the foreign voice, do candidates, when 
they become members, always seck to be controlled by the moni- 
tions of wisdom, irrespective of party?” 

The Free-Trade policy of England, now a settled and irre- 
yersible principle, and which, as it extends itself to all commodi- 
ties, will win over such enemies as still remain, has been received 
in a grateful spirit by the old Americans. In it they have recog- 
nised the olive-branch of peace ; and the more that international 
trade makes kingdoms dependent on kingdoms, the less important 
becomes the vocation of the soldier. Mercantile acceptances and 
bills of lading are much better appreciated than cannon and 
bayonets, and the humanities of commerce are triumphing over 
the meretricious glories of war. It is the mission of our epoch to 
civilise, not to murder. 

We feel persuaded that, either by limiting naturalisation or by 
some other adequate policy, the wisdom of the United States will 
restrain the pernicious action of that foreign element to which we 
have alluded, and which alone foments an aggressive spirit, regard- 
less of consequences. We have witnessed the amicable settlement 
of the recent misunderstanding between Sir John Pakington and 
Mr. Webster on the Fishery Question, in spite of the furious in- 
vectives of that portion of the American press which appreciates 
neither patriotism nor loyalty, the rights of men nor the rights of 
property ; and so long as the Anglo-Saxon spirit dominates in the 
Congress and the Senate, justice will pervade their councils, and 
secure the blessings of peace, the triumphs of industry, and the 
development of an elevated and elevating statesmanship, 


THE REVENUE. 


The returns of the Revenue for the quarter and the year ending the 
10th inst., were published on Saturday last, from which it appears that 
on the quarter, as compared with the quarter ending October 1851, there 
isan increase of £28,929; while upon the year’s ordinary revenue, a8 
compared with the year ending October 1851, there is a net decrease of 
£723,941, which, though a large sum, is less than half the estimated loss 
by the repeal of the window duties and the other remissions lately come 
into operation. Oa taking into account the extraordinary items, this de- 
crease is reduced to £437,397, owing to the repayment ofadvances. The 
details of increase and decrease will be seen in the following items:— 


INCREASE. 

Excise .. oe ae o *s -» £163,901 
Stamps oy re ei Pr +» ~~ 96,857 
Property Tax... 55 as 2s +. 45,445 
Total ordinary Revenue . -. £300,203 

Imprest and other Moneys es -. £13,666 

Repayment of Advances .. a ++ 68,787 
£82,453 
Total Revenue oS a .. £888,656 

DECREASE, : 

Customs . on £258,264 

TAXCB «. ve os oe o. 5810 

Post. office Cr ne re + 45,000 
Miscellaneous .. iO ae + 10,653 . 


——— £359,727 


Increage on the quarter = oe 28,929 


Comparing the quarter just ended with the corresponding quarter last 
year, we find that there is a diminution in the Custom to the extent of 


| 
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£298,264. This, however, is accounted for by the considerable reduction 
that was made on the duties upon sugar and timber, and to the irre- 
gularities of commerce which tell greatly on the comparison of such 
short periods as quarters. There is, however, an increase in the quarter’s 
Excise of £163,901, In the Stamps, too, there is an increase of £96,857. 
here is little alteration in the Assessed. Taxes of the quarter. In the 
receipts of the Property-tax there is an increase of £45,445, while in the 
income of the Post-office, there is a decrease of £45,000. The result is 
a net decrease of £53,524 in the ordinary revenue of the quarter. The 
receipts, however, of the ordinary revenue are more than £70,000 in ad- 
vance of those for the corresponding quarter, 1850, notwithstanding the 
immense reductions that had taken place in the interval. In the com- 
parison of the whole year just ended with the year ending in October, 
1951, the Customs show a decrease of £84,752. Inthe Excise there is, 
on the contrary, an increase of £114,185; and in stamps, of £133,932. 
mhe Property-tax exhibits an increase of £53,638. The receipts under 
the Post-office, the Crown lands, and miscellaneous items, are severally 
£26,000, £50,000, and £130,000 more than in the previous year. These 
statistical facts must therefore be considered as undeniable evidence of 
prosperity consequent upon the wise commercial reforms of the late Sir 
Robert Peel, and the abolition of the Corn Laws. 


HER MAJESTY’S VISIT TO NORTH WALES. 


Yer Majesty, the Royal family, and the Court left Balmoral at an early 
hour on Tuesday morning, and posted by Ballater, Banchory, and the 
Slug-road to Stonehaven, which the Royal party reached about half-past 
one. After a short time allowed for luncheon, her Mojesty entered the 
Royal express train, and proceeded by rail to Edinburgh, escorted to the 
railway by detachments of military. 

Her Majeety, together with Prince Albert and the Royal children, 
reached Edinburgh at a quarter to five o'clock on Tuesday afternoon, 
amidst the acclamations of the people. 

The Royal party immediately proceeded to Holyrood Palace, where 
her Majesty passed the night, and left on Wednesday morning at eight 
o'clock by the Caledonian Railway. At ten minutes before two o'clock 
the Royal train arrived at Preston amid the booming of cannon and the 
hearty cheers of ten thousand voices, the guard presenting arms and the 
military band playing the National Anthem. Immediately upon her 
Majesty stepping from the Royal carriage, the Mayor and members of 
the Corporation presented an address engrossed on vellum. The Bishop 
of Manchester alzo presented an address from the clergy. Amongst 
those on the platform were the Earl and Countess of Sefton, Mr. Cc. 
Towneley, M.P. for Sligo; Mr. J. Wilson Patten and Mr. Heywood, 
members for the northern division of the county ; Mr. R. T. Parker, 
MP. for Preston ; Mr. Gregson, M.P. for Lancaster, &c. 

Her Majesty, Prince Albert, and the Royal children then retired to 
the apartments prepared for them, and partook of a recherché luncheon, 
provided by Mr, Croft, of the Victoria Hotel. At half-past two the 
Royal party returned to the State carriage amid the acclamations of the 
assembled multitude, and the train moved slovly away, proceeding, vid 
Crewe, to Chester and Bangor. 

Her Majesty was welcomed at the railway station of this ancient city 
by alarge number of the population. A loyal address was presented by 
the Mayor of the city on behalf of the municipality. From Chester her 
Majesty proceeded over the Chester and Holyhead line as far as Ban- 
gor, where the Welsu population had assembled in great numbers to 
welcome their Sovereign. Her Majesty wus received at the station by 
Sir Richard Williams Bulkeley, M.P., Lord-Lieutenant of Carnarvon- 
shire, the Bishop of the diocese, and a great many leading inhabitants 
of the district. The Queen left the railway here, and proceeded in a 
Royal carriage through the town of Bangor to the Penrhyn Arms Hotel, 
where her Majesty rested for the night. 

On Thursday morning, the Queen and the Prince Consort, with the 
Royal children, left Bangor, and proceeded over the Menai Suspension 
Bridge to the Lianfair station ofthe Chester and Holyhead Railway, in 
the island of Anglesey. Her Majesty here took the railway, and was 
driven slowly back to the entrance of the Britannia Bridge, where her 
Majesty alighted, and was conducted by Mr. Stephenson within the 
tube, After making several pertinent inquiries, and receiving explana- 
tions from that architect of the work, the Queen re-entered the state 
carriage and was drawn through the tube by a number of men. The 
Prince Consort and the Prince of Wales walked over the bridge with 
Mr. Stephenson. At the further end of the tube her Majesty 
again alighted, and, accompanied by Prince Albert and the Royal 
children, descended underneath the gigantic work. Her Majesty 
expressed her unqualified admiration of the bridge to Mr. Stephen- 
son, before taking her departure. At eleven o'clock the Queen re- 
entered the railway carriage, and proceeded on her journey south- 
wards. The Chester and Holyhead Railway Company retained charge 
of the Royal train as far as the Saltney junction, near Chester, up 
to which point the journey was excellently performed—only one 
stoppage, to receive an address under the walls of Conway Castle, having 
taken place. The Chester and Shrewsbury Company conveyed her Ma- 
jesty over their line as far as the latter town ; here her Majesty lunched, 
and received an address from the Corporation. The Shrewsbury 
and Birmingham Company brought her Majesty on to Wolverhampton 
where another address was presented. The London and North-Western 
Company here resumed charge of the Royal train, and brought it on to 
Birmingham, where, at the Camp Hill station, a change from the 
narrow to the broad gauge was made, and her Majesty performed the 
remainder of her journey to Windsor Castle, under charge of the 
directors and officials of the Great Western Company, over the newly- 
opened Birmingham and Oxford Railway. 

An address was presented at Banbury. 

Her Mojesty arrived at the Windsor station precisely at a quarter to 
seven o'clock. 


Next week we shall Illustrate, from Sketches made by our Artists, her 
Majesty’s reception in, and progress through, the principality. 


ProvincraL Exeisrrion Prizes—Mr. E. M. Ward, A.R.A., has 
just received the 60-gninea prize at Birmingham, for his picture of ** Charlotte 
Corday going to Execution ;” this being the first award in Birmingham of any 
premium for a work of fine art. Last year, Mr. Ward received, at Manchester, 
the 100-¢uinea prize and the Heywood gold medal, for his picture of the 
“ Royal Family of France in the Prison of the Templs;” also, in 1850, at Glas- 
gow, the £50 prize for “ James II. receiving the iutellimence of the Landing of 
the Prince of Orange ;” and in 1847, at Liverpool, the £50 prize for the * South 
Sea Bubble.” These four historical pictures have been engraved in the Intus- 
TRATED LoNDON NEwR. 


Breap MADE By MAcuinery.—According to the last report of the 
Academie des Sciences; a baker, named Rolland, has succeeded in constructing 
machines for making and baking bread. By one of these machines the dough is 

erfectly kneaded, and with less than one-horse power. ‘The other isa’ ow 


nd of oven, with a cireular moving base in iron, heated by wood orcoa, “re 
underneath. : ; 


A letter from Vienna, in the Gazette des Tribunaur, says :—“The 
Minister of Justice in Austria has re-established corporal punishment—the lash 
and the bastinado—as a means of preserving discipline, in all the prisons of the 
Empire. He has ordered that not ndemned prisoners but those who are | 


co! 
awaiting their trial shall be liable thes punishment. The latter have hereto- 
fore always been exempt from it.” 


. & letter from Constantinople, 27th ult., in the Cologne Gazette, says ‘— | 


| boats 
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METROPOLITAN NEWS. 


Tae Meerine or PartiamEent.—The Morning Herald (Ministerial 
organ) says the general impression in official quarters is that Farlia- 
ment will meet about the 5th or 6th of November; but that the Queen’s Speech 
will not be delivered until about the 11th of that mooth. 


Court or ALpERMEN.—THE FUNERAL of THE LATE DuKE.—At 
a Court of Aldermen held on Tuesday, a discussion aross in consequence of a 
question asked by Ald: rman Farebrother, as to whether it was the intention of 
tue Lord Mayor elect and the Sheriffs to postpone the great annual banquet from 
the 9th of November until some day subsequent to that on which the funeral of 
the late Duke of Wellington should take place. Mr. Alderman Challis (the Lord 
Mayor elect) advised that the Corporation should wait upon the Earl of Derby, 
with a view of learning whether her Majesty's Ministers were prepared to accept 
an invitation upon the usual day; and that they shonld be guided in their pro- 
czedings by his Lordship’s answer. As it was understood that this course would 
be adopted, the subject dropped. 


Customs Duries.—The Board of Customs having adverted to their 
minate of the 15th September, 1842, under which. whenever an over payment 
of duty by a merchant is discovered, a Tegular intimation to that effect is to be 
made to him, have now directed that in all cases of over payment of duties the 
parties to be immediately apprised thereof in writing, agreeably to a certan 
form, which is to be filed up in the office were the error may be discovered, 
and signed by the principal of the department. 


Manston-House.—On Wednesday the Lord Mayor entertained a 
distinguished party of the Dissenting Ministers and laymen of the different deno- 


minations at 4 banquet in the Egyptian Hail. Nearly 200 guests sat down to 
a splendid entertainment. 


Tue CoLtrce or Precxprors.—The first social dinner of the 
members of the West London Local Board of the College of Preceptors, and their 
friends, took place on Wednesday evening, at the Commercial Halt, King’s-road, 
Chelsea, under the presidency oi the Rev. the Dean of the College, Dr. Wilson, 
and was attended by about fifty gentlemen. 


Fesv1vau or tHe Inon Sreampoat Company.—An agreeable meet- 
ing of ihe directors, crews, and servants of the Iron and Citizen Steam-boat Com- 
panies tuok place 0) Monday evening at Cremorne.. About 400 persons, including 
the wives and daughters of the commanders and crews of tie vessels, sat down 
to au excelent supper, which was presided over by the commedore of the Iron 
Company, Mr. Byford. Tse flags of the now united companies were inter- 
mingled on the occasion, end the most harmonious feelings were manifested. 
After supper the major pari of the assembly engaged in dancing, which was 
kept up with spirit to a late hour, 


Mustum or OrnamMenTAL Art aT MARLBOROUGH-HOUSE.—The 
numbers attending, &., during the month of September were as {o!!ows :—6538 
persons on the public days, and admitted free; 957 persons on the students’ 
days, aod admitted as students on payment of 6d. each, besides the registered 
students of the classes and schools. ‘Thirteen articles removed from their cases 
to = copied. No sccount is taken of copies made of articles which are not re- 
moved, 


Tue Baykinc InstituTe.—At the first monthly meeting of the 
second session of this institute, held on Tuesday evening, at the society’s rooms, 
‘Threadneedie-street-—Mr. Alderman Challis (Lord Mayor elect) in the chair— 
Mr. Francis, of the Bank of England. delivered an interesting lecture “ On the 
Advantages of Commercial Crises.” In showing the gocd they effected by stimu~- 
lating capitalists to devise fresh and frequently prosperous schemes, the lecturer 
referred to the establishment of the Bank of England, the East India Company, 
and other joint-stock cormpanies, the founding of insurance companies, the 
schemes for the conveyance of pure water to London, for refining sugar, &c.; 
the formation of canals and the London Docks. The great monctary crisis of 
1847 suggested new and valuable ideas in banking, since which the country had 
advanced to a high state of prosperity. The Crysta! Palace, Steam Navigation 
to Australia, the Electric Telegraph, the Electric Light, and other schemes and 
inventions too numerous to mention, were proofs of the beneficial result of this 
late period of commercial distress. In conciusion, Mr. Francis insisted on the 
benefits effected by crises, and said, that out of their evil!good always_arose. 


Toxpemcs Cuaret (Sr. Pancras) Raccrp Scxvor.—The 
annual meeting of the supporters of this scliool took place on Wednesday 
evening in connection with the anniversary of the Suaday and infant schools 
(which afford instruction to an aggregate of upwards of 1000 children), at 
Tonbridge Chapel, New-roaJ. Dr. Strong presided. The report stated that in 
the purent Sunday-school there were 201 boys and 365 girls, giving a total of 
566. The news received from those who had been sent out to Australia was 
most satisfactory. The report was adopted, and resolutions in furtherance of 
the object of the meeting were agreed to. 


Tue Execretc Terecrarn Comeany.—During the last few days 
@ number of men have been at work in laying down the new electric wires of 
the company along the curb-stone, or pavement, on the northern side of the 
Strand, to their branch-office opposite Hungerford Market, and are now con- 
tinuiog it through Fleet-street to the Post-office, and the chief office, Flounder’s- 
court, Lothbury. The wires, instead of being of copper coated with gutta-percha, 
are of brass galvanised over, and carried through iron pipes the whole of the line, 


Tue Generat Boarp or HrattH.—The transactions of the 
General Board of Health, from its formation to the 4th of June last, are given in 
a Parliamen’sry blue-hook which bas been printed within the last few days. 
From September, 1848, to the 5th of May, 1851, there were 18,581 letters re- 
ceived, aud 56,742 despatched, besides 1279 special letters, &c. The number 
of officers was 23. From September, 1848, to April, 1851, the amonnt expended 
in respect of the application of the Public Health Act, was £20,592 83. 5d. From 
May, 1851, to the 4th of June lust, the Board receiyed 4304 letters, and de- 
spatched 30,764. The number of officers engaged was 18. The expense cf ap- 
plying the act.in the period was £10 505 6s. 34. I: would seem by the book 
that the expense of obtaining private acts of Pariiament is considerable. Four 
acts are given, and the average cost of each was £2425 183. 44d. The St. Pan- 
cras Paving Bill, 1851, cost £3560 73. 7d.; the Cariisls Gas Act, 1890, 
£1372 7a. 1d.; the Bilston Improvement Act, 1850, £3463 03. 5$d.; and the 
Brighton Improvement Act, 1550, £1307 18s. ld. 


RoyAt Mam Stream Company.—The balance-sheet of the Royal 
Mail Steam Company, submitted at the half-yearly meeting held on Thursday, 
s%ows # surpius for the half-year ending the 30th of June of £103,112, being 
£2458 in excess of the surplus at the corresponding perioJt of 1851. 


Tar Buw.ion in THE Bank or Enciayp.—It is estimated that 
the Bank of tngland returns to be issued on this day (Saturday) wil! show an 
increase o! upwards of £100,0C0 in the stock of coin and bullion. Ose or the 
leading bullion brokers has sent into the Bauk in two weeks no less than £500,000 
worth of Australian gold. 


Royat Freemasons’ Girts’ Scnoon.—On Thursday, at a quar- 
terly court of this charity, it was resolved to have an election in January next, 
as otherwise, one of the children who could not now be admitted from an infor- 
formality, would be deprived of the advantages of the institution. An oid ser- 
vant of the charity was voted a pension of £6 per annum; and the committee 
authorised to provide for the necessary furmture and fittings fer the new school- 
honse, the completion of which has been delayed beyond the expected p:riod. 
Four children were then elected into the school, and the meeting separated. 


Great Nortnern Raitway.—On Thursday the new terminus of 
this railway, at King’s-cross, was opened to the pubic, and the temporary ter- 
minus in Maiden-lane finally closed. 


Lonnox (Watrorp) Srrinc Water Company.—On Thursday, a 
meeting of this compeny was held at the London Tavern, when a report wis 
read which, after alluding to the circumstance that the bill was Jost last session 
owing to the want of time, although it was read ia the House of Commons by a 
majority of 196 to 65, recommended the return’of 163 per share out of the deposit 
of £1 7s 6d, and the re-zonstitution of the Company. Ths report was adopted. 


Ostenp Raweirs.—A meeting was held on Monday night, at the 
Rose and Crown Tavern, Laadenhali Market, for the purpose of receiving tue 
report of a deputation appointed last month at a meeting of the importers and 
salesraen connected with Leadenhal! Market, to confer with the General Steam 
Navigation Company, with the view of inducing them to facilitate the convey- 
ance of Ostend rubbits, and to consider the propriety of applying to the Board of 
Trade to remove the duty levied upon rabbits. The chair was taken by Mr. B. 
Brooke, Commoh-Councilman of the Ward, who stated that so important had 
the trade in Ostend rabbits become that, whereas, fifteen years ago, the article 
was hardly saleable in London, now there were trom fifty to a hundred tons a 
week imported, affording enimal food for 100,000 people at the rate of } 1b. each. 
The great market was, of course, Saturday; but, in consequence of the Customs 
regulations, the rabbits were frequently not delivered till nine, ten, and eleven 
o’clock at night ; and the consequence was, that they were often rendered unfit 
for human food before they coula be sold; and the persons engaged in the trade 
(numbering some 1000 persons, including salesmen, porters, and others), were 
deprived of their ordinary Sabbath rest. The duty was not of itself a very serious 
item; but as the Ostend packets came in frequently after Custom-house hours 
on the day preceding the market, and as extra payment was required to obtain 
the delivery of the goods on the same evening, thé freight of 4s. 6d. per case 
was ‘tins raleod to a charge of 153., which was a serious matter. To show the 
severity with which these regulations pressed upon the trade, he might mention 
that one salesman, Mr. Davenes, lost £120 in two weeks last season, in conse- 

ueace of the delay they occasioned. Tue Steam Navigation Company had met 
e deputation in the most handsome way, and had undertaken to sail their 
from Ostend not Jater than twelve o’clock on the Friday night, 
so that tiey might arrive in London by the middle of the Saturday 
at the latest, which was all the salesmen required ; and all that 


valorem duty. 
the 24th of September, and autho- 
the of Trade in furtherance 


s 


| tinued to reside there until the 


“Thais to the chairman, | 
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| _ Tae Crry or Lonpox Uxton Axp THE Poor-Law Boarp.—On 

Tuesday the guardians of the City of London Union met at their board-room, in 
St. Mary-Axe, and passed the following resolution :—“ That this board of 
guardians cannot carry out the orders of the Poor Law Commissioners for regu- 
latiog retief afforded to out-door paupers without inflicting great hardship, in- 
justice, and oppression upon many who are. entitled to their protection and 
sympathy.” Ir was also resolved that a copy should be writtenand transmitted 
to the Poor-Law Commissioners. 


Great Inritux or Surermnc.—On Tuesday no fewer than 193 
vessels of sll classes were entered inwards at the Custom House. Of this num- 
ber, 92 were from foreign and colonial ports; 68 colliers, and 23 coasters, ex- 
clusive of 11 steam-boats. ‘tho foreign arrivals are principally from ports in 
the north of Earope, with timber, grain, and cattle; 3 West Indiamen; 3 from 
North America; 2 from the West Coast of Alrica; the Adventure, South Sea 
whaler; 4 from ports in the Mediterranean. 


Barus AND WasHHousEs.—By the retum of the officers of this es- 
tablishment in Greenwich, for the qnarter ending Michaelmas, we find that the 
number of bathers amounted to 38,988, and the amount taken was £490 8s. 6d. : 
washers, 812; the number of hours cf washing, &c., 22804; the amount taken 
for which was £18 1s. 3d., making a total of £508 9s. 94. 


GovyERNMENT EmiGRATION IN AustRaLiA.—Notwithstanding the 
great number of emigrants who have been sent ont by her Maj:sty’s Colonial 
Land and Emigration Commissioners to our Australian colonies during the 
present year, the applications at the office, in Park-street, Westminster, from 
persons soliciting to be sent out under the Government regulations are moro 
humerous than can possibly be complied with. The Commissioners have, how- 
ever, decided upon sending out s few more this year (exceeding 2000) of the 
classes most required in our colonies; and the next ship appointed to sail is the 
Hope, of 600 tons, to be followed by others that have been contracted for for that 
puipoe by Government. With respect to “ fortune-seekers” to the “gold 
diggings,” although now in the middie of October, there are no less than 40 
ships getting ready in the St Katharine’s, London, West and East India Docks, 
ranging trom 400, 500, 600, 800, and 1500 tons each, appointed to sail during the 


present month to Port Philip, Geelong, Melbourne, Western Australia, Adelai 
Sydney, New South Wales, &e. a ye “sis 


+ Firgs.—On Tuesday night a fire broke out in the premises belong- 
ing to Mr. Frederick Elliot, mancfacturer of patent cordage, lines, and twines, 
Grosvenor-place, Commercial-road East, near the White Horse-gate, Stepney, 
which destroyed the tar-house, hemp-stores, and the warerooms, with their 
contents. On the same night, auother fire broke out in the premises of Mr. 
Usher, whole:a'e dealer in marine stores, situate at No. 90, Golden-lane, St. 
Luke's; bat the flames were soon subdued ——At a Jate hour on Wednesday 
night, great damage by fire was occasioned at the re:idence of a gentleman 
named Lrown, Field-cottage, Haverstock-hill, Hampstead. 


Eirtus anp Deatus.—The births registered inthe metropolis for 
the week endiog last Saturday were—Boys, 697; girls, 653: total, 1350. The 
deaths registered during the same period were. 984, which is below the average 
and therefore shows that the present state of the public health is not unfavour- 
able. ‘The deaths referred to measles last week were only 3, to small-pox 5, to 
heoping-cough 16, to croup 6, to thrnsh 4, to diarrhoea 43, to dysentery 5, to 
influenza 3, to ague 1, to remittent fever 1, to rheumatic fever 1, to typhus, sy- 
nochus, &c., 47, to erysipelas, 5. A boy, aged 9 months, died at 33, Prebend- 
street, Camden New Town, of“ cholera infantum” (3} days). The mortality 
from scarlatina is still considerab’e, but not so great as in the two previous 
weeks. The disease was fatal in the last three weeks in $3, $1, and 70 cases 
successively, 


Mrreoro1.0G:caAL™ Ogservations.—At the Royal Observatory. 
Greenwich, the mean height of the barometer in the week was 29.534 inches. 
The mean temperature of the week was 46°3 deg., which is 6 deg. below tha 
average of the same week in ten years. The mean daily temperature was 
below the average on every day of the week. The air was coldest on Friday, 
when the mean was only 39°S deg. or 12 deg. below the avarage. The wind was 


in the south-west on the first three days, and generally in the north-west 
afterwards, 


COUNTRY NEWS. 


Tae Roya Farms, Winpsor Great PArK.—The annual sale of 
live stock from the farms in the occupation of his Royal Highness Prince Alvert 
took place on Tuesday, at Norfolk Farm, in Windsor Great Park. There was a 
numerous attendance of company. The sale consisted of 14 firm short-horned 
oxen, fit for the butcher ; 9 fat short-horned cows, 15 short-horned oxen, fit for 
stalling’; 29 meaty heifers,.3 short-horned cows, 320 fat sheep, and 4 fat pigs. 
The first lot offered was an immense sow, supposed to weigh from 70 to.80 stones, 
It was knocked down for £7 15s., and was by far the cheapest lot sold during the 
day. The sheep, consisting of Southdowns and Welsh, were unexceptionabie in 
quality, and fetched from 523. downwards per head. The beasts were all sold 
ata shade over the market price. L‘eut.-General Wemyss, Clerk-Marshal to 
Prince Albert, was on the ground in one of the Queen’s carriages. A handsome 
cold collation was served in one of the out-buildings ; and it was generally 
remarked that the auction went oif with greater spirit than it has done for years 
past. 


INAUGURATION OF TH® SALispURY Exutsrtion.—On Tuesday the 
Sali*bury Exhibition of the Works of Loca! Industry, Arts, and Antiquities. 
was daly inaugurated by the Mayor of Salisbury, attended by the mombers of 
the Corporation, and a large boay of the nobility and gentry of the neighbour- 
hood, amongst whom were Viscount Folxeston, Earl Nelson, the Right Hon. 
Sidney Herbert, &. The exhibition contains a very choice selection of the 
various trides and arts carried on in the locality, consisting of silver wares. 
cutlery, eaddlery, Wiltshire cloth, Axminster carpets, whips, upholstery, musical 
instruments, fountains throwiug up perfumed waters, and, indeed, all the use‘ul 
articles which formed so prominent » feature in the Great Exhibition of 1851. 
There are also some carious relics and antiquities. Earl Nelson contributed 
the honourable orders worn by the illustrious Nelson in his battles, the seal 
of Copenhagen, some portions of his hair, his letters, portraits, and a very 
remarkable autograph letter of Lady Hamilton’s. The exhibition was crowded 
during the day. Next week we shall illustrate this very interesting Exhibition. 


Hixckrorp 'AGRICULTURALZ~ANDJ°CoNsERVATIVE CLUB.—On 
Taesday the annual meeting and dinner of the members of the Conservative Club, 
took place in the hotel in Castle Headingham. The leading members mustered 
in considerable strength. At the dinner Mr. W. Saville Only presided, and was 
supported by the Right Hon. W. Beresford, M.P.; Mr. C. Dn Cane, M.P.; Mr 
Miller, M-P., &. Sir John Tyrrell, who was absent, was stated to be on the 
Continent. The customary toasts of patriotism and loyalty having been daly 
honoured, after the removal of the cloth, “the health of her Majesty’s Minis~ 
ters” was proposed. The Right Hon. W. Beresford, in responding to the toast, 
denied that the present Ministers bad taken office on Protectionist principles, or 
had become converts to the poiicy of Free Trade. He admitted that there was a 
decided majority returned to the Honse of Commons against the recurrence to 
pec jee pies amt = —— sey ciroaiiatanoes, he thought that they 
would be only playing into the hands of their enemies, if the Gov 
to moot the question of Protection. “7 Sumas wore 


Tur Devoneort OnpPHAN Asytum.—The'ball fin aid of the Orphan 
Asylum, held on Tuesday evening at Moorshead’s Royal Hotel, under the patron- 
age of his Grace the Duke of Northumberland, and the other Lords of the Ad- 
miralty, was attended by a large nomber of the élite of the neighbourhood. 


TgsrmoniaL TO Ms, SeRJEANT KinGiaKe.—On ‘i hursday week 
a deputation from the Liberal electors of the city and borough of Wells waited 
on Mr. Serjeant Kinglake, at the residence of his brother, at Monckton Rec- 
tory, to present him with an elegant silver inkstand, in token of their appreciation 
of his conduct asa candidate at the late Wells eleciion. Oa the one side were 
engraved the arms of the learned Serjeant, and the other bore this inscription :— 
“ Presented to John Alexander Kinglake, Esq., by a few warm friends at Wells, 
in admiration of his able advocacy of Liberal principles there at the genera 
election, 1852.” The deputation was very graciously received by the learned 
serjeant, who expnessed himseif much flattered by so handsome and lasting a 
memorial of his connexion with the ancient and loyal city of Wells. 


Tue Nortuern Banpirri.—Part of these desperate characters are 
now in gaol at Liverpool, for the Didsbury burglary ; and part in the gaol at 


York, for the robbery of Mr, Clough’s house, near Bradford, awaiting their trials 
at the winter assizes. 


Tue “Exopus” rrom Liverroot.—It appears by the monthly 
returns of the first three quarters of 1851 and 1852, as made to the Custom- 
house by the Government Emigration Officer, that there has been an increase 
of 23,590 in the number of persons that had sailed from Liverpool during the 
nine months of the present year, when compared with the number of emigrants 
that had left that port witnin the corresponding period of 1851, 


GENERAL VISCOUNT HARDINGE, G.C.B. 


Henry, Viscount HARDINGE, of Lahore, and King’s Newton, the suc- 
cessor of the Duke of Wellington in the command of the army, and for 
years his Grace’s highly-esteemed friend, was born March 30, 1785, and 
is, consequently, in his 68th year. His father was the Rev. Henry 
Hardinge, Rector of Stanhope, co. Durham; and his brother, the gallant 
Captain George Nicholas Hardinge, R.N., who fell gloriously in action, 
after capturing, with an inferior force, the Piedmontaise, French frigate. 
The family is one of antiquity. So far back as the reign of Henry VII. 


the Hardinges were seated at King’s Newton. co. Derby (the locality 
whence his Lordship derives the designation of his title); and they con- 
beginning of the eighteenth century, 
About that time, Sir Robert Hardinge, of King’s Newton, died, leaving 
a son, the Rev. Gideon Hardinge, Vicar of Ki -upon-Thames; who 
was the father of Nicholas Hardinge, Esq., a, ter of considerable 
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practice. This gentleman filled successively 
the offices of Chief Clerk of the House of Com- 
mons, Attorney-General to the Duke of Cum- 
berland, and, finally, Joint Secretary to the 
Treasury. His wife was Jane, daughter of 
the learned and estimable Lord Chief Justice 
Pratt (father of the great Lord Camden); 
and by her he had no leas than nine sons and 
three daughters. Of the sons, the seventh, the 
Rev. Henry Hardinge, Rector of Stanhope, 
co. Durham, was father of Viscount Har- 
dinge. He had, besides, with several other 
children, the present Rev. Sir Charles Har- 
dinge, of Boundes Park, Kent (who suc- 
ceeded toa baronetcy at the decease of his 
uncle, Sir Richard Hardinge) ; and the late 
Captain George Nicholas Hardinge, to whose 
brief but brilliant naval career a grateful 
country has erected a public monument i 
St. Paul’s Cathedral. 

Henry Hardinge was only fifteen years old 
when he joined his regiment, then on active 
service in Canada. Even at so early a period 
of life he is said to have evinced a wonderful 
aptitude for the military profession, and to 
have given unmi-takeable tokens of those 
talents, which were, in the sequel, destined to 
shine out with so much lustre. We next find 
him serving in Sir John Moore’s unfortunate 
campaign, which terminated so fatally, and 
yet so gloriously, at Corunna. The young 
officer was in the act of speaking to General 
Moore when the latter received his death 
wound. How little at such a moment could 
Hardinge have anticipated, the glorious fu- 
ture that awaited himself and the British 
arms in the Peninsula! But even now the 
scene was about to change. Sir Arthur Wel 
lesley appeared in Portugal, and his first suc- 
cesses lent a new spirit to the nation at a 
time when many brave and wise men began 
to think the struggle against France a hope- 
less one. Fresh exertions were made, the 
whole of Britain rousing itself from the tor- 
por of despair. The Portuguese, whom the 
French had hitherto despised, were now 
drilled to arms and taught to conquer under 
Marshal Beresford. Hardinge acted with him 
as Deputy Quartermaster-General of the Por- 
tuguese forces, and took an active share in all 
the principal events of the Wellington cam- 
paigns. His name stands high in the rolls 
of the great battles of Busaco and Albuera, 
the Siege of Badajez, and the glorious con- 
flicts of Salamanca, Vittoria, the Pyrenees, 
Nivelle, Nive, and Orthez. A cross and five 
clasps were the reward of those services. 

In Beresiord’s despatch relative to the 
bloody and hard-fought day of Albuera, the 
Marshal says, “I cannot here omit the name 
of Lieutenant-Colonel Hardinge, Deputy 
Quartermaster-General of the Portuguese 
army, whose talents and exertions deserve 
my thanks.” The following year he had the 
yet higher honour of being favourably men- 
tioned by the great captain himself, whos: 
simple eulogium will be, by most people, con- 
sidered as outweighing stars and ribands, 
however worth in themselves or worthily 
conferred. In his despatches, after the siege 
of Badajoz, Wellington says :—* General 
Kempt mentions in high terms, in his re- 
ports, the cool and persevering gallantry of 
the officers and troops. He particularly 
mentions Lieutenant-Colonel Hardinge, of 
the staff of the Portuguese Army, who at- 
tended him on that occasion.” The subject of 
such eulogium might well exclaim with Hec- 
tor, in Nevius— Letus sum laudari me abs 
te, laudato Viro; ea est enim profectd jucunda laus qux ab iis profi- 
ciscitur, qui ipsi in laude vixerunt.” 

The office of Deputy Quartermaster-General was held by Colonel 
Hardinge from 1809 to 1813. In the Waterloo campaign he was at- 
tached to the Prussian army, with the rank of Brigadier-General; and 
at Ligny he received the wound which occasioned the loss of his left arm. 

As a statesman, Lord Hardinge’s career has been equally distin- 
guished. In 1820, he was first returned to Parliament as member for 
Durham, and in 1823 became Clerk of the Ordnance. In 1826, he was 
again elected by the same constituency, and soon commanded the 
notice of the House of Commons, for, though, perhaps, not a 
brilliant declaimer, he was something much better; his plain 
and manly style of address oftentimes carrying with it more 

conviction than all the florid eloquence of practised rhetoricians, 
He continued to hold the appointment of Clerk of the Ordnance 
until 1828, when he was transferred to the more important position of 
Secretary-at-War. This post he retained until his appointment as Chief 


THE RIGHT HON, GENERAL LORD VISCOUNT HARDINGE, G.C.B., COMMANDING-IN-CHIEF HER MAJESTY’S FORCES, 


PAINTED BY SIR W. C. ROSS, R.A. 


for Ireland, underthe Duke of Wellington’s Administration, , 
in 1830. In the same year he was chosen M.P. for St. Germains ; in 
1831, for Newport, in Cornwall ; and in 1832, for Launceston. In 1835 | 
he was selected, a second time, to fill the office of Secretary for Ireland, 
but on this occasion with a seat in the Cabinet, 

In 1841 he attained the rank of Lieutenant-General, and in 1844 was | 
constituted Governor-General of India. This was at a time when our 
Eastern empire seemed to be in no small peril ; but his energy, wisdom, 
and professional skill restored, in its fullest degree, British prepon- 
derance. Though others held the military command at the signal victories 
won over the Sikhs at Moodkee, and Ferozepore, yet how much was the 
final issue attributable to the Governor-General ! * Sir Henry Hardinge 
(we quote from the “ Annual Register,” recording these great events) 
needs no eulogy. We know not whether to admire most his patient for- 
bearance—whereby he put his antagonists completely in the wrong, and 
armed himself with a ‘ quarrel just’—his skilful combinations, or his 
heroism in the midst of battle. Brilliant indeed has been his career as 
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a soldier and a statesman, from the ba’ 
fields of Spain, to the victories on the pera 
of the Sutlej.” For these great and glorious 
services he was created a Peer of the realm 
as Viscount Hardinge, of Lahore, in 1846, 
His Lordship has been present in sixteen 
general actions, for which medals have been 
given, and he has twice received the thanks 
of Parliament. 

Viscount Hardinge married, in 1821, Emily 
Jane, daughter of Robert, first Marquis of 
Londonderry, and relict of John James, Esq, ; 
and by her he has issue two sons, both mili- 
tary officers, and two daughters. 

The accompanying Portrait is from the 
original picture (by Sir W. C, Ross, R.A.), in 
the possession of Lady James. It has just 
been cleverly lithographed by BE. Dalton, and 
published by Mr. M‘Lean, of the Haymarket, 
to whose courtesy we are indebted for per- 
mission to Engrave the same in our Journal, 


— 


THE SIXTH ANNUAL EXHIBITION OF 
THE MONTREAL HORTICULTURAL 
SOCIETY, 


ALTHOUGH the severity of the winter in 
Canada is unfavourable to horticulture, yet 
the exhibitions of the above society, which 
are held three times during the summer, in 
addition to the annual /tte, compare favour- 
ably with those of other countries enjoying 
a more genial climate. This excellence wag 
manifested at the sixth annual exhibition of 
the Montreal Horticultural Society, which 
was held at Guilbault’s garden, on the 16th 
and 17th September, and which we Engrave 
from a Sketch by Mr. Duncan, of Montreal 
The locality was admirably adapted for the 
purpose, the garden being situated on rising 
ground, affording a fine view of the city. A 
large number of visitors were attracted to the 
exhibition, who appeared much delighted 
with the specimens of fruits, flowers, ind 
vegetables which were there presente !, while 
the splendid band of the 20th Regiment en- 
livened the occasion with its fine music. A 
large number of the junior visitors amused 
themselves with the very complete gymnastic 
apparatus erected by Mr. Guilbault, 

The fruits, plants, and flowers were dis- 
played under a large tent nearly 100 feet in 
length, the entrance to which was orna- 

ented with arches of evergreens, sur- 

ounted by a statue of the “Gardener at 
Rest.” The fruits consisted of apples (60 
varieties), pears (19 varieties), plums (34 
varieties), peaches, grapes, nectarines, cur- 
rants, melons (21 1b. weight), raspberries, 
water-melons, &c. A very fine pine-apple, 
perfectly ripe, being the first ever exhibited 
in Canada, was sent by H. Atkinson, Exq., 
of Quebec. Grapes, of fine quality, grown 
under glass, were presented by J. Torrance, 
Esq.; W. Lunn, Esq.; and E. Muir, Esq. 
Several varieties of peaches were shown by 
8. Jones, Esq., of Brockville, Canada West. 

The Rey. Mr. Villeneuve, superior of the 
Seminary, exhibited fifteen varieties of pears. 

Messra. Cockburn and Brown, nurserymen, 
received four prizes for dahlias. The Hon. 
J. Leslie exhibited a variety of greenhouse 
and herbaceous plants. The large caoutchouc 
tree, measuring 28 feet in height, which or- 


namented the front of the tent, was from 
the greenhouse of the Hon. J. Molson, 
who also sent a wax-plant coveri ellis~ 


work 15 feet high. Vegetables, in great variety and of excellent quality, 
were placed upon tables in the open air. 

Two of the “ Canada squashes,” exhibited by Mr. James Clark, weighed 
each 120 lbs; another, 112 lbs. On a former occasion a squash of the 
same variety was shown, weighing 278} lbs. : 

The large egg plants and vegetables occupying the end of the principal 
table, were from Rose Mount Garden, the residence of the Hon. John 
Young, Commissioner of the Board of Works. Many prizes were awarded 
for bouquets, floral designs, &c., of which there were quite a number 
very tastefully made, 

Eighty different sorts of garden and flower seeds, of native growth 
were presented by Mr. Shepherd, seedsman. 

The day was fine, and the spacious grounds afforded a fine opportunity 
to the numerous visitors for promenading. 

The Montreal Horticultural Society, of which Hugh Allan, Esq., ia 
the active and efficient president, has been in existence six years, and 
numbers among its members many of the leading citizens. 


EXUIBITION OF THE HORTICULTURAL SOCIETY, AT MONTREAL, 
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CASTANOS, DUKE OF 
BAYLEN. 


Spain, by a singular coincidence 
in the decrees of Providence, now 
mourns, a3 well as England, the loss 
of her best soldier. The fortunes 
of Spain render this coincidence still 
more striking; for the Spaniards, 
like the English, have their three 
victories of surpassing renown to 
boast of over the French. Our 
Crecy, Agincourt, and Waterloo 
have with them a match in Ce- 
rignola, Pavia, and Baylen. Cas- 
tanos is the Wellington of their 
modern triumphal contest with 
France. The same struggle in the 
Peninsular established the fame of 
Wellington and Castanos, and gave 
their names to history; now but 
one week elapses between the deaths 
of these two gallant companions in 
arms—Nobles and Generals of the 
same Monarchy—the one the Cap- 
tain-General Duke of Ciudad Rod- 
rigo, the other the Captain-General 
Duke of Baylen. The latter is the 
subject of this notice. 

Francisco Xavier Castanos was 
born at Madrid on the 22d April, 
1756: he was the son of a com- 
missary in the army. At a very 
early period of life he went, under 
his brother-in-law, General O'Reilly, 
to Prussia, to learn the mancuvres 
practised by the troops of the Great 
Frederick. In 1794 Castanos served 
in the army of Navarre, under 
General Caro, distinguishing himself 
by his daring and courage, and re- 
ceiving, On One occasion, @ severe 
wound in the left side. At the 
peace of 1796 he was made Marechal 
de Camp, and in 1798 a Lieutenant- 
General. After he had thus risen to 
rank in the Spanish army, his talents 
were brought into still greater ac- 
tivity by the iniquitous attempt, in 
1808, of Napoleon to possess himself 
of the Spanish Monarchy, which 
Jed to the Peninsular war and its 
momentous sequel. Thiers, in his 
“ History,” describes Castanos as 
being at this time a soldier of the 
old school, and a discreet politician, # 
full of sagacity and shrewdness. 
The moment the insurrection 
against the Emperor and his pup- 
pet, King Joseph, became general 
throughout Spain, Castanos joined 
the movement and sent in his adhe- 
sion to the Junta of Seville. He 
was at once appointed to command 
their forces, and through him the 
Spanish defeat at Rio Sico was des- 
tined to be speedily and brilliantly 
repaired. Castanos, with an army 
of 9000 men only, had to encounter 
the French General Dupont in An- 
dalusia, and signally routed him at 
the battle of Baylen, which occurred 
on the 20th July, 1808, within a 
month of Wellington’s subsequent 
victory at Vimiero. Baylen was a 
dreadful affair for the French. Du- 
pont found himself undone on all 
points, and so enclosed by the con- 
quering force of the Spaniards as 
to render his retreat impossible. 
He was compelled to surrender 
himself and the troops under his 
immediate command, to the num- 
ber of 17,000, prisoners of war. 
The convention of Baylen was after- 
wards, against the consent of Cas- 
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tanos, broken by the Spaniards, 

and the whole of the French army, 

Se Cire tate 1 instead of being sent to France as 

aro Fe eer stipulated, were detained close pri- 

ee “ae soners. The Spaniards were led to 

: Nia this act of bad faith partly by an 

opinion that the French Generals 

had been too cunning fer Castanos 

in the conditions they had obtained, 

and partly by the treachery already 

exercised by the French towards 
themeelves. 

Sir Walter Scott in his“ Life of 
Napoleon,” thus speaks of this vic- 
tory of Baylen :— 

The battle and subsequent capitula- 
tion of Baylen was in itself @ very great 
disaster—the most impoatant which had 
befallen the French army since the 
star of Bonaparte arose—the furcee cau- 
dine, as he called it, of his military his- 
tory. More than 3000 Frenchmen had 
been lost in the action; 17,000 had sur- 
rendered themselves; Andalusia the 
richest part of Spain—was freed from 
he French armies; and the wealthy 
cities of Seville and Cadiz had leisure to 
employ a numerous force of trained po- 
pulation, and their treasures, in sup- 
port of the national cause. * * * * 
The battle of Baylen dissolved that 
idea of invincibility attached to Napo- 
leon and his fortunes, which, like a 
talisman, had so often palsie< the coun- 
cils and disabled the exertious of his 
enemies, who felt, in opposing him, as if 
they were predestinated victims, strug- 
gling against the dark current of des- 
tiny itseif. 


The immediate result of the vic- 
tory of Baylen was the evacuation 
of Madrid by King Joseph Bona- 
parte. Castanos soon after became 
President of the Spanish Council of 
War, and took the command of the 
central army of Spain. Thiers, in 
his “ History of the Consulate and 
the Empire,” thus speaks of these 
events :— 


But the evacuation of Madrid looked 
like a formal avowal of the new royalty, 
that it was incapable of retaining by force 
the kingdom which it pretended to have 
received from Providence. What Provi- 
dence wills it knows how to sustain, and 
suffers it not to fall. From this moment 
all Spain would be astir, and the par- 
ticular disgrace of Baylen, which lighted 
upon a few generals, was destined to 
be succeeded by a cruel confusion for 
Napoleon, the confusion of his policy, a 
consequence of the total evacuation of 
almost the whole of Spain. 


In the course of the continuing 
war in the Peninsula, it fell to Wel- 
lington’s lot to complete what Cas- 
tanos had begun; and though Cas- 
tanos himself subsequently sustained 
reverses, particularly at the defeat 
at Tudela, yet he fought and led gal- 
lantly as the able and esteemed co- 
adjutor of England’s greater warrior, 
until victory and independence 
crowned the united efforts of Great 
Britain and Spain. In 1811, the 
Regency named Castanos Com- 
mander of the Fourth Spanish 
Army, and Captain-General of Es- 
tremadura, Old Castile, and Galicia. 
He cemmanded the lines at St. 
Roche, and highly distinguished 
himself at the famous battle of 
Vittoria. Nevertheless, the Regency 
deprived him of the command as 
well as of his title of Captain- 
General; but, as a kind of pal- 
liative, conferred on him the grade 
of Counsellor of State. Castanos 
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wrote to Wellington, complaining bitterly of the treatment he had 
experienced, and the English General replied by a strong expression of 
disapprobation of * the dishonourable and unjust conduct of the Spanish 
Government in displacing one who had rendered such great services to 
his country.” When the peace came, Castanos, who was just sixty, re- 
ceived from the restored Monareh the Captain Generalship of Catalonia, 
with the Grand Cross of the Order of St. Ferdinand; and, on Napo'eon’s 
return from Elba, was placed at the head of an army of 70,000 Spaniards 
to assist the Allies. Subsequently he was made Duke of Baylen, and 
hig later years were passed in honoured and dignified retirement. _To 
hig countrymen the veteran was always an object of pride and affection, 
and bis death, which took place on the 2ist ultimo, has caused a great 
and praiseworthy sensation among them. Castanos, though in his 96th 
year, p.eserved his intellectual jacu‘ties to the last. The Spanish Go- 
vernment decreed him a public funeral. This took place at the expense 
of the State, in the church of Atocha. The Queen of Spain was present. 
The sword of the warrior is deposited in the Museum of Artillery: a 
magnificent monument is to be erected to his memory. In an article on 
him, the Gazette says that he died poor, and that his poverty was occa- 
sioned by his charity. His death, it declares, is a national loss; and 
it adds, that “ he lived a hero and died a saint” His ritle pases to one 
of His great-nephews. By his death, and that of Wellington, the Vis- 
count Beresford, the Duke de la Vittoria, the Marquis Rodil, the Duke 


de Valencia, and the Marquis de} Douro, are, with the Royal Princes, the 
only persons who now hold the digaity of Captain-General of the army. 
The accompanying Portrait is from a drawing by R. Benjumea, Esq., 
of Madrid. 
Next week we shall Engrave the Grand Funeral Procession of the 


late Duke, 


IDOLATROUS FESTIVAL OF THE PERAHERA, IN 
CEYLON. 
(From our own Correspondent.) 


On my arrival at Colombo, frcm Madras, I found the community in a great 
state of excite nent, getting np petitions to the Queen azainst the connexion of 
the English Governmert with the idolatry of Ceylon, which, they said, had been 
given up in 1847,and was being resumed by their new Governor, Sir G. Ander- 
son. AsI had a few days to spare, I thought I could not better employ them 
than in visiting one of the temples in which the native superstitions are prac- 
tised; so I took aron up the Cultura river to Ratuapoora, where the festival of 
tae Pershera was then in conrse ef celebration. Ratuapoora is a nest station, 
tie resi¢ence of a collector and judge. His worship being busy in his court, I 
got 2 man tou show me the road to the temple, called the Saffregam Dawale. In 
trent is an ublong square, formed by three streets of shops, the Dewale forming 
the fourth side: to this building the ascent is by a steep flight of steps from a 
cour:yard ; you then enter along hall supported by pillars; at the end of this 
thera is a building apparently three stores bigh, with common sloped roof: 
the entrance and walls round the Tempie are covered with rude paintings of 
demons. and Hindoo deities, and anima s. Atebout four o'clock, after a siun- 
ning noise of tom-toms, and blowing of horns and conch-she l«, the procession 
began. Isend youasketch of the scene. 1. In front came two enormous 
images, nine or ten feet )igh, repreenting devis, with horns, tusks, &c.: 
they were fraiwned of wicker-work, and covered with coloured cloths and 
handkerchiefs, and were moved by a man hidden in each, who walked 
them along. 2. A party of men with guns, and eight flags, of all 
co curs. 3. A huge white elephant, ertificially made, and moving on wheels, 
4 A pagoda of three stories, with female figures inthe arches. 5. Six harle- 
quins snd a hobby horse, all fine’y dressed, besides :everal girls, with a num- 
ber of musicians: these were all dancing 6. A pagoda of six or seven stories, 
paisted wih female figures, and devils cating human beings. These pagodas 
were ornamented with coloured cloths and gold and silver tinsel. In the lower 
stu y of one uf them wag a silver shrine, which I was told cost £150; con- 
tiining relics of Boodh; it was accompanied by men with siiver um- 
breilas and fans, and blowing silver horns. After this cams & 
large body of gunmen and gingsls; and a smaller party dressed as 
English soldiers, with red coats ard muskets. 7. A troop of dancing 
boys in red and white dresses, their heads ornumented with wings, and holdisg 
fans; those were accompanied by bagies and tom-toms, to which they danced. 
8. Two ornamented palanquins, hupg with embroidery and fringes, carried by 
bearers with si.ver-topped canes, end attended by flags and silver umbrellas, 
jolluwed by Kapurzles and offica-bearers of the Dewa!e, and a large number of 
women attendants ia a] their finery, 9. A car, ia which was carried the golden 
bow cf Saman, whose temple this is; he is said to be the Siva of the Hindoos : 
this car was surrounded by dancers, singers, and tom-toms. 10. A fine live 
clephent carrying a how.a", in which were the tangles of Pattine 
(the same as the Indian Bohwani, the patroness of Thuggee); with 
this were more dancing men and wemen, and musicians. Last of a'l came the 
Basnaike N:liune, or chief of the temple, snd attendants, in Ksndian costume. 

The symbols of the demons were taken from their conveyances with great 
ceremony 10 an Ornsmented pagoda at tue oposite end of the street from the 
temple, amid general cischarges of guns and j.og Js, and were then taken buck 
again to the temple. Tne pagodas and cars were all drawa by the tenants of 
lands in the temple villages; and ali the other services, as gan- 
mea, flag-tearers, dancers, musicizes, &c, were equally compulsory. A 
soct of fair os held during the festival, at which peuple from all parts 
come to mske their offerings; and an adaitional revenue is derived 
from the rents of the shops which the tenants of tre templis villager are 
obliged to build at every testival. The chief was very ob izing, end oifered 
me iefreshinents, inc.uding wine and Leer, besiccs pawn, whieh the 
natives cle in great abucdanc>, He told me that the festival this year 
was unusouily grand; that, though he had been in charge of the Dewale for five 
years, it Was on-¥ last year that the Governor had gran‘ed him a regnlar ap- 
pointmevt. He suewed wwe the leiters patent constituting him “ Basnaike Nillune” 
(aserco’ Bishop). It bore a large seal and tie Governor's signature, and was 
couniereigued by the Colonial S-cretary. It gave him power to compel tho at- 
terdance cf the people at the ceremonies, Me had the silver shrine for relics 
made on purpose fur this festival, from the funds of the Dewale and other 
contrivutions; end certain'y seemed to think that this extraordinary joint-stock 
religion of Siva Boodh and Bowani had reccevered the us.endaut in Ceylon 
uuder the Governor's patronage. I do cot pretend to enter into the merits oc the 
quextion ugiteting thecommunity; though, I must cosfess that, though only a 
specca’or, my couscience sometimes gaye me a twinge for appearing to counte- 
1.ance3 their proceedings. 

Point de Galle, Ceylon, August, 1852. 


Tue Mexican Presents To THE Roya Cuitpren.—The har- 
nes; and horse trappings seat by ths Mexiczn President Arista to this country, 
as @ present tor the Prince of Wales, consisis of three sets. One sst is protusely 
ernamen‘ed with gold, another with silver, and the other with both go.d and 
suver. A pony whip is also with it which 1s partly made of gold and adorned 
with precious stones. The ponies were mereiy seat to set Off the trapvings. 
The President of Mexico aiso sent boxes of sweetmeats for the Royal children. 
‘These sweetmeats are of the most varied and delicious nature. When the oater 
cover of the sweetmeat boxes is removed tho sight is exceedingly pretty to see 
figures not an inch long, perfect:y representing the countenances and costumes 
oft every c assyof Mexican society. ihe ingenuity of their workmanship is truly 
marvellous. 


Prussian Inpusrry.—From a statistical return just published by 
the Prussian Government, it appears that there now exist in that country 2207 
spinning-mills ; 5188 manufaccories, dye-works, and cottoa-printing estabdlish- 
ments; 39,253 mills of diffurent k.uds: 12,950 large metal-works; 17.165 
breweries and distilleries; and 4535 other macufuactories of different kinds; 
mnakivg a toral of of 81,308 establishments, occupying 515,551 workmen. 


Remepy ror tHe Brre or A Map Doc.—A Saxon forester, by 
name Gastell, now of the venerable xge of eighty-two years, has made public 
m the Leipsic journal the means whicn he had used for fiity years, and where- 
with, he ailirms, hs has revcued many fellow-beings and cattle from the fearful 
death of hydrophobia :—Take immediately warm vinegar, or tepid water; wash 
the wound clean therewith, and then dry it; pour then upon the woand a few 
drops of muriane acid, because miners! acids destrvy the poison of the saliva, 
by means of which the evil etfect of the -atter is neutralised. 


An Execution at ATHENS.—The Trieste Gazette has the following 
from Athens, dated the 27th ult :—*The murderer of the M nister Korfiolakia 
has beeu caecuted. Ie had written a letter to the widow of his victim, to en- 
treat her to implore the clemency of the Queen, as the real antuors of the murder 
were atliberty. ‘The Queen refased, and ue execution was fixed for Sunday last. 
Another murderer was execute: befora him; ani when his turn came, he ad- 
vanced bo.diy towards tne scatfold, and attempted to read a paper, but was pre- 
vented. He chen drew forth a long knife, and was abont to stab the executioner, 
when tae latter strack him a blow on the head. He thea raised his knife again, 
but the executioser witn his knife stabbed him, and he fell totne ground. An 
assistant executioner then stabbed him in the back, and the execntioner repeated 
his blows, inflicting 17 wounds on the whole. Waoen he was dead the form of 
exccntioa was proceeded with on the body.” 


A Sik Newsparer.—Jn Pekin, a newspaper of extraordinary size 
is published weekly on silk. It is said tohave been started more ttian a thou- 
sand years ago. An anecdote ts related to the effsct that, in 1827, a public offi- 
cer caused some fa se intelligence to be inserted in this newspaper, for which he 
was put to death. Several numbers of the peper are preserved in the Royal 
Library at Par.s, They are eac. ten anda quarier yards long, 


SincuLar Accipent.—lIn firing the salutes in honour of the Prince 
President at Toulon, a gun on board we Gomer ourst, and one man was Killed, a 
second was slightly injured, and a third had part of his arm shot otf. Whatis 
singular is that the latter was by the shock turown into the sea, and, notwith- 
standing the dreadfal paio he was enduring, he kept himsglf above water until 
@ boat put off and picked him up, He had to have his arm amputated. A 
pension of 660f, has been conlerred on him, 


one at Wexford. 
operas in Dabln. On the 7th and Sth, they hud concerts in Belfast ; on 
the 1ith and 12th, they sang at concerts in Glasgow and Edinburgh ; and, 


MUSIC. 


MUSIC IN WALES. 


Several communications have come to hand respec'ing the article on 
the late Fisteddfod, at Newport, inserted in the. ILLusrraTeD LONDON 
News of last week. We regret that the calls on our space prevent us 
from giving insertion to the letters before us, which, whilst ad- 
mitting the justice of the notice of the meeting, suggest various 
means of improving public taste in Wales. Attention is particularly 
drawn to church music. Good organists are scarce, and the deficiency 
of endurable musical choirs is much Jamented. If there were a few 
more professors like Mr. Atkins, of St. Asaph, there would be no reason 
to despair of progress. But the Welshmen who acquire a knowledge 
of the ert rarely remain in the principality. Tnere is, perhaps, 
scarcely an English pianist and composer who is rising with such ra- 
pidity into public favour as Brinley Richards, of Carmarthen ; and Mr. 
Thomas, of Liverpool, is a first-rate violinist We are assured in one 
letter, that in Newport there is a church without an organ; that the 
town has not a musical-instrument dealer ; and that the local professors 
and amateurs, instead of comb ning for the performance of good music, 
are ever at “ loggerheads” amongst themselves; so that, but for the ad- 
vent of stray London artistes, it is impossible to hear music decently 
performed. his state of t. ings is suicidal—union is everything in art- 
progress; but there must be also competent local teachers to instruct 
the masses. Nothing would tend more to improvement than the formation 
of choral societies, of glee and madrigal soeieties, and of instrumental 
societies. Part-singing should be assiduously practised weekly, 
prepa atory to the grand field day—either the execution of an entire 
oratorio, or of an operatic selection. After the notice of the Eisteddfod 
had been forwarded, the writer had occasion to hear, by an accidental 
circumstance, a young harp-player of the name of Pollock; he 
did not play on the Welsh harp, but on the modern instrument; and his 
executive facility and musical tensibility were of a nature to give confi- 
dent hopes that, with proper instruction, he may become no 
ordinary player. He is harpist, we believe, to Lady Morgan. 
Now, with proper application, this youth might be admitted ea 
advantageous terms to the Royal Academy of Music, and his abilities 
might eventually be of eminent service to art-advancement in Newport. 
But he has no means of studying in London, unless he can have a sub- 
scription-purse from the inhabitants of Newport, or from some kind 
patrons. The money spent on an absurd Eisteddfod would be much 
more appropriately and advantageously devoted in seeking out novices 
possessing natural aptitude for music, and providing them with the 
means of having the best masters. And it will be only by the intro- 
duction into Wales of really qualified professors, that a thorough change 
ean be expectcd in her music. With euch beautiful melodies as the 
Welsh possess, it is indeed astonishing that, in this age of universal 
progress, they remain lethargic and inactive in the fine arts. 


MUSICAL EVENTS. 
Music AT THE FUNERAL or NeLson.—Mr. Blewitt, the veteran 


composer, who was present at the funeral of Lord Nelson, January 16, 


1806, suggests that the military bands, which may be employed to per- 


form the Dead March in “ Sau),” should be either well trained to play in the 
same time, or that only one should be allowed to perform at once; as at 
Nelson’s funeral the ear was annoyed by the want of concord between 
the bands when playing et one time. 
known as “ Martin Luther's Hymn” would have a fine effect, if executed 
by brass instruments. We have no doubt that the murical arrangements, 
both in the interior and at the exterior, during the procession, will re- 
ceive due attention from the proper authorities. 


Mr. Blewitt thinks that the air 


Tue “ Doke” as AN AMaATEUR.—In our last week’s netice it was 


stated: “* We remark also ancther entry in his Grace’s hand-writing, of 
Staudigl’s name for the song from Haydn’s ‘ Seasons,’ * He layeth the 
beams.’ 
from Hanéel’s “ Redemption,” and that Machin sang it at the Aucicnt 
Concert of May 10th, 1843; Staudigl singing the air from the “ Crea- 
tion,” “ Men scheint in vollem.” 
programme altered by the “ Dake,” and not that which was printed and 
executed, The conductor, no doubt, pointed out totle “ Duke” the 
mistake as to the authorship of the composition. 


A correspondent catls our attention to the fact that the song is 


It was obvious that we quoted the 


Tue MusicaL DEPARTMENT OF THE EXUIBITION oF 1851.—-The 


lecture delivered by the Kev. W. Cazalet, M.A., late Associate Juror of 
Class X. A, of the Great Exhibition, before the Society of Arts, on the 
6th of May last, has just been published. Besides giving an intere:ting 
history of musical instruments, their origin, development, and im- 
provements, the commercial relations in connection with music are 
speciaily treated, and the leciurer has supplied some curious and 
valuable statistics to show the importance of music as a manufac- 
turing art. 
Mr. Cazalet advocates the introduction of music into the union work- 
houses, and suggests the formation of a Musical Art Union, on the same 
principles as those for the sister arts. 


The social and moral agency of music is also illustrated. 


ExTRAORULINARY MusicAn Totur.—Mr. Beale has just completed 


ove of his rapid musical expeditions; the singers engaged were Grisi 
and Mdlle. Bertrandi, Mario, Signuri Galvani, { usini, F. Lablache, Galii, 
and Salabert, with Mr. F. Mori as conductor. 
Birmingham on the 11th Sept., with Italian opera; on the 13th and 14th 
they eung at concerts in Manchester and Liverpool. 
20th, and 21st, they played operas in Dublin; on the 22d, they were 
at Galway 
Dabiin for opera, 
Cork, on the .28th and 29th; and Clonmel, on the 30th. 


‘This party commenced at 
On the 17th, 18th, 
for @ concert; om the 24th and 25th, they retu:med to 
They then gave concerts at Limerick, on the 27th; 
Oa the 
lst of October, they had a concert ut Waterfurd; aud onthe 2d, 
On the 4th, 5th, and 6th, they again presented Italian 


after visiting Aberdeen, their engagement will terminate on Monday, the 
18th, at Hull, with a concert. The operas performed were “ Lucrizia 
Borgia,” “ Puritani,” “* Norma,” * Don Pasquale,” and ‘* Don Giovaani.’ 
At the last night in Dublin the bil comprised the first and second acta 


of “ Lucrezia,” the last act of * Lucia,” the last act of the “ Sounuin- 


bula,” and the secord act of “Don Pasquale.” During this tour, 
which was superintended by Dr. Joy, there was not one apology made 
for indisposition, or a single disappointment; and it says something for 
railroad punctuality and security, that eleven persons travelled without 
the loss of a single package. 

Bricuton Eyre InrirnmAry Concerts.—On Monday last, selec- 
tions from Handel’s “ Mezsiah” and Haydn’s “Creation;” aud on 
Tuesaday night, a miscejlanecus programme of yoca: and instrumcutal 
music, were performed at the Royal Pavilion Rooms, under the direction 
of Mr. Oury and Mr. Alfred Mellon, in aid of the funds of the Eye 
Infirmary of Brighton. The vocal sts were Madame F. Lablache, dirs. 
A. Stone, Signor Arigotti, Mr. Drayton, and Mr. Bishop; the principal 
instrumentalists were Madame Oury and Herr Kuhe (piano), Mr. Ap- 
tommas (harp), Mr. Guttridge and Mr. Cox (organ), and Messrs. Cooper, 
Howell, R. S. Pratten, F. Pratten, Nicholson, T, and C. Harper, W. 
Reed, Maycovk, Nicholson, Winterbottom, W. Gamer, Watson, Hiil, 
Horton, Webb, Rae, Larkin, Rice, Schallen, Nilbs, Gibbon, H. Nichol- 
son, &c., of the London Orchestral Society, who generously gave tueir 
gratuitous services. 

ORCHESTRAL CONCERTS AT BricHTon.—These musical entertain- 
ments at the Town Hall, under the direction of Mr. Alfred Mellon, with 
Mr. Cooper as principal violin, have been increasing nighily in pub.ic 
favour; and it is now proved that there is an auditory of musical taste 
and judgment, to appreciate the works of the best masters, to be found at 
Brighton. Last night (Friday) was a “‘ Mendelscohn Festival,” at which 
his Symphony No. 4in A Major, his Violin Concerto (executed by Mr. 
Cooper), his Pianoforte Concerto in G minor (played by Herr Kuhe), and 
the incidental music to the * Midsummer Night’s Dream,” were included 
in the scheme; Mis: U:shla Barclay singing “ The first Violet,” and Mr. 
F, Pratten “ By Celia’s arbour,” by the same composer. 


Foreign Musica, News.—Malile. Cravelli made her débitt re- 
cently at Frankfort, as Rosina, in the “ Barbitre,” singing the part in 
Italian, whilst her colleagues sung in German. As Malle. Cruvelli isa 
German, this might appear strange, but she probably had not the time 
to learn the German version. She is popular at Frankfort——From 
Berlin we Lear of the triumph “of Mdile. Wagner, in Donizetti's 
“ Fayorita,” Herr Formes (brother of the basso) being the tenor 
Fernando.——The Italian Opera in Berlin is to commence October 2d, 
with Mdlle. Milanolio, and formes the basso.——The Minister ef the In- 
terior in Paris has granted to Signor Corti, formeriy director of th 
Milan and Bergamo Opera-houses, the privilege of the Italian Opera- 
house in the French capital, Mr. Lumley having’ retired from the direc- 
tion. It is stated that the Government will grant compensation to the 
lessee of Her Mujesty’s Theatre, as he underiook the management at a 
most unfavourable period, when public affairs were unsettled. The 
theatre will be opened the firat week in November.——Signor Porto, the 
well-known basso, formerly at the Haymarket Italian Opera, died re- 

. 
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cently in Florence.——Vivier, the great horn player, is still in Con- 
stantinople blowing soap bubbies, and delighting the Ottoman amateurs 
with his playing and with his eccentricities ——The last advices from New 


York state that Madame Sontag’s success at the opening concert had 
been immense. 


THE THEATRES, Sc. 


HAYMARKET. 


On Saturday a new farce, by Mr. M. Morton, entitled “The Woman 
I Adore,” was produced. (Green (Mr, Buckstone), a banker's clerk, by 
his love for a Countess and h’s arrogant behaviour, Malvolio-jike, ex- 
cites the spleen of his fellow clerks, who forge a letter frem the lady, 
inviting him to a ball. He dresses himself up ridiculously; but re- 
deems his position by his address and knowledge, which enables him to 
detect a swindler, who would have imposed upon her Ladyship. 
The affair is very slight; but the dialogne is salient, and the 
acting very amusing. A new débutante has appeared at this 
house, as Sophia reelove, in “* The Road to Ruin”—Miss Rosa, sister 
to Miss Julia Bennett. She is athoroughly competent actress, and ob- 
tained a satisfactory reception. This comedy, with ‘ Money” and 
“ The Foundlings,” constitutes the business of the current week. Mr. 
Wigan and Mr. Leigh Murray were united with Mr. Barry Sullivan in 
its labours, and the company thus supported must be considered com- 
paratively strong, and should make Mr. Webster’s farewell season a 
highly prosperous one. 

A new farce, on an old subject, by Mr. Sterling Coyne, entitled “‘ Box 
and Cox Married and Settled,” was produced on Thursday. This sequel, 
unlike most sequels, is of a successful character, aud excited consecutive - 
peals of laughter. The two old friends—printer and hatter (Buckstone 
and Keeley)—are found in the old apartments of Mrs. Bouncer (Mrs. 
Selby), and, with their respective wives, breakfast together. Sympathetic 
as the Siamese Twins and the ‘‘ Corsican Brothers,” their fates have agreed 
in every particular—they were married on the same day, and are both 
parents, though the sexes of the children differ. In the course of the 
dialogue a jealous tiff ensues, owing to Box recognising Mrs. Cow as an 
old railway-train acquaintance, which is interrupted by Cow chal- 
lenging a person in the street for his umbrella. He descends 
to the pavement, and has a combat with the stranger; after which, 
he comes in tolerably well smashed, but triumphant with the umbrella, 
which he subsequently discovers was after all not his. It proves, how- 
ever, to have been one that Bow had lost atwelvemonth ago. Other 
similarly absurd incidents cecur, and the whole concludes with the proper 
explanations between Lox and Cow. Keeley and Buckstone were in full 
feather, and revelled, to the great delight of the audience, in the absurd 


humours of this very amusing litile farce. The house was well at- 
tended, 


» SADLER’S WELLS. 


Of all the late revivals at this theatre, that of old Rowley’s “ Woman 
never Vext,” produced on Friday week, is perhaps the moat successful. 
The version used is that altered by Planché for the Covent-garden 
company in 1824, not that originally published in 1632. This arrange-~ 
ment is one that reads smoothly enough, and goes easily on the boards, 
Founded on fact—the enlargement of Ludgate prison by one Stephen 
Foster, once a debtor therein, and afterwards Sheriff of London—the 
poet has in his work associated with ‘that single circumstance an inte- 
resting domestic story, calculated to touch every heart and promote the 
healthiest sentiments. A spendthrift brether and a benevolent nephew, 
repudiated by a wealthy merchant, who stands on his respectability, 
suddenly raised to afiluence at the moment that the latter suffers ruin, 
create one of the most forcible contrasts one the stage. Mr. Bennett rose 
to high excellence in bis general portraiture of the latter character, and in 
this situation particularly. Nor was Mr. Marston other than power- 
fully efficient in the once reckless but afterwards prosperous Stephen. 
The wealthy widow to whom he owes his good fortune was ably acted 
by Mra, Ternan—her happy nature, and no less happy star, were both 
pleasirgly interpreted. ‘The rest of the characters were satisfactorily 
sustained ; and we trust that this stirling old comedy will prove perma- 
nently attractive on these boards, On the night of its revival, at any 
rate, the audience were strongly excited; and the merit of the acting, as 
well as of the play, would justify a censiderable run. 


DRURY-LANE, 

Colley Cibber’s alieration of Shakspeare’s “ Richard the Third, 
which had been played, or played with, rather than acted, during the 
week, was advertised for last Saturday ; but the house was not orened. 
The unpaid supernumeraries forced an entiance at the stage-door, but 
they were expelled by the police. 


GALLERY OF ILLUSTRATION. 


TNE WELLINGTON Campaicns.—We were favoured with the first 
view, on Mondey, of the additions made to this panorama, at the Gal- 
lery of Illustration. The general series of pictures cannot fail, at this 
moment, of being especially interesting. Great creditis due to the taste 
of the exhibitors for abstaining, where possible, from mere battle pieces, 
and presenting scenes and edifices as varieiies. Jn this manner the 
grest Battle of Wate:loo is yrepared for, and not ant cipated ; and the 
details guin in effect from their freshness and novelty, Itis really a 
striking picture—full of life, energy, and grandeur. The additions to 
which we have alluded consist of two scenes which have already ap- 
peared in this journal—the exterior of Walmer Castle, and the Duke’s 
Chamber, The former is exhibited by moonlight, and the latter agrees, 
in the general features of the interior, with our own Illustration; but 
the t‘urniture is eomewhat diflerently disposed. Both pictures were 
viewed with merited applause. 


There is at present a servant in a family at the west-end of the towm 
of Perth, 8 girl about 13 years of age, who is in posse:s'on of a double row of 
teeth in the under jaw. The two sets of teeth are beautifully regular, but are 
not oasily noticed, uuless she laughs heartily. The tront and inner teeth 
hare exch their fellows ; and the possessor, as may be supposed, has good masti- 
cating powers, and feels no inconvenience trom her additional stock. 


Several garotte robberies have just taken place in Glasgow; and the 
North Britisn Mati says, ** Tuere is not a city in the kingdom which affords such 
facilities for their perpetration. From some mistaken notion of economy, nine- 
tenths of our closes are unlighted.” 


Exrraorpinary Hic Tipe.—On Wednesday afternoon, shortly 
after two o'clock, the Thames was overflowing to a very extraordinary extent, 
inundating the banks of the river, and doing considerable damage to property, 
especially in the low localities. 


very elaborate, uftur commenting upou the conduct of the keepers, nurses, and 
aacene proczeds then to notice individual cases of neglect and improper 
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EPITOME OF NEWS.—FOREIGN AND DOMESTIC. 


CHESS. 
TO CORRESPONDENTS. 


The Earl of Derby was on Tuesday elected Chancellor of the Uni- | yox nua 1, Baden-Raden—Wo regret to say that. owing to some negligence on the 


“ty of Oxford, without opposition, in the room of the late Duke of Welling- 
ak “ihe procesdings did not occupy more than half an hour. 


Lord Fitzroy Somerset has been raised to the dignity of Baron of 
the United Kingdom, by the title of Baron Raglan of Raglun, in the county of 
Monmouth. 


Lord Viscount Combermere has been appointed Constable of the 
Tower of London, also her Majesty’s Lieutenant and Custos Rotulorum of the 
‘ower Hamlets, in the room of the late Duke of Wellington. 


The King of the Two Sicilies, by a recent decree, removes the pro- 
hibition to tmport foreign horses into tue kingdom, and allows all such horses to 
be imported, with the exception of a peculiar ort {rom Dalmatia, 
fixes the duties which are to be peid on importation. ' 


Bills of health being required in Sweden from all travellers from 
Copenhagen, the Danish steamers between the lattes city und Bornholm have 
ceased stopping at the Swedish town of Ystadt, which bas caused some con- 
siderable inconvenence to persons in b isiness. 


The Asiatic cholera continues in Berlin, and though the reported 
attacks are few, the proportion of deaths to the number of attacks partukes of 
the general severity of the visitation. 


We learn that not a militia-man has yet been raised in North Devon 
erin Cornwall, The miners in the latter plece are getting £3 103. or £4 a 
month ; and it is satd thore is room for hundreds of able hands at those wages. 


Captain D, M‘Kinlay, the commander of the Oscar, screw-steamer, 
of Belfast, was lost overboard, off Beachy Head, on the passage from Belfast to 
Londen, on the night of Monday, the 4th inst. He has left a wife and five 
children to mourn his loss. 


A severe collision took place on the night of Friday se’nnight, at 
Porto Bello, three miles from Edinburgh. One man was killed and several pas- 
sengers injured. The accident occurred in consequence of a luggace train 
standing on the rails, and the mail-train, which leaves Edinburgh at six o’clock, 
coming into collision with tt. 


The subscriptions on behalf of the families of those who suffered 
by the Lytham Life-toat uccident now amount to about £500. Only three of 
the-bodies have yet been recovered, it being supposed that the remaining five 
have been carried out to sca 


On Saturday morning last a very large robbery of watches, jewels,» 
and articles in gold and siver, was perpetrated on the premises of Mr. Jones- 
watchmaker and jewel-er, of 338, Srand, nearly opposite Somerset-house 
The value of the property stolen is about £600. 


By the arrival of the Prince Albert, we learn that the whale fishery 
at Davis’s Straits has been a failure. Up to August only six fish has been taken 
among all the ships engaged in the fishery. The Regalia, of Kirkaldy, had been 
lost. An American whaler had also perished. 


Captain E. J, Carpenter, R.A., has patented an invention in the art 
of propsl.ing vessels at sea. He makes use of two screws and a duplex rudder 
by which the speed of the ship and the control over her are considerably in- 
creased, 


The total capital required by the various joint-stock companies in- 
eluding gold, rauway, banking and mining underiakings, prejected daring the 
present year is estimated to ainount to £30,000,000., independent of the usual 
supplies in the shape of calls and loans for established companics. 


The Treasury has just sanctioned the appointment of seven perma- 
nent Poor-Law inspecturs, at a salary of £500 a-ycar, wich allowances. Ic is 
uncéerstood that these appointmenis are to be made from ths eleven Poor-iaw 
inspectors who were employed in the service temporarily, and whose warrants 
will expire on the 31st inst. 


A German gentleman, named Leidersdorff, who has just died, has 


left 400 thalers a year to the heirs male of Schiller for ever, as “*a tribute of ad- 
miraticn to the poet's genius.” 


The Government has forwarded notes to her Majesty’s Ministers at 
foreign Courts, requesting them to send plans and other details of picture-zal- 
leries on the Continent, with a view to assist the commitzee in the choice of a 
design for our proposed National Gallery. 


A little girl, aged five years, the grand-daughter of Mrs. Newton, 
who keeps the toli-gate near Black Hill, Newcastle, died in great agony, last 
week, of hydrophobia, having been severely bitten in the face by a rabid hound 
about six or seven weeks previously, 


The deliveries of tea in London last week were rather larger, amount- 
ing to 630,000 Ib. 


The Lord Chancellor was thrown from his horse last week whilst 
riding in the vicinity of his residence, Boyle Farm, Surrey. Beyond receiving 
some rather severe bruises, the nobla Lord was not otherwise hurt. 


Mr. Martin, a cattle-dealer at Earlstoun, near Melrose, died sudden! y 
while under the influence of chloroform, administered to him by Dr. Brown, of 
the latter place, with a view of performing more easily the operation ot de- 
stroying the surfaces cf some ulcers by caustic. 


In the month ended the 5th ult , the declared value of steam-engines 
and-parts of engines exported was £36,710, which was a great increase on the 
same period of 1852, when the value was £25,609. 


The Crystal Palace at Dusseldorf, being an exhibition of provincial 
arts and manufactures for Westphalia and the khine, formed on the model of the 
Hyde-Park building, was closed ou the 30th ult. 


The failure of Messrs, Podsofsoff and Sons, the largest, tallow -dealers 
in St. Petersburgh, is announced for £400,000 ; but only a few thousands loss will 
fall on creditors in England, the debts being chiefly local, 


The translation of English works is just now being carried to an 
almost incredible extent in Germany; and every bovk of soms note which ap- 
pears in London is immediately seized upon, and “done” inte Gsrman by one 
or two, if not more, translating firms, 


The sporting world will be glad to learn that foxes are generally 


plentiful in Berkshire and the neighbouring counties, and especially in the 
neighbourhood of Oxford. * J a X. 


It is stated that upwards of 250,000 persons had visited Ireland during 
the last year, through the cheap excursion trains, ‘ 


The Wave Queen steamer, which was stranded on Newhaven beach 


in the gale of the 28th ult. has bean got into harbour, with scaresiy any percep- 
tidble damage. 


Amongst recent emigrants to Australia are a son of the Bishop of 
Exeter, who is gone out as a settler near Melbourne; and the Hon. and Rev. 
Baptist Noel’s son, who is gone out to practice at the Australian bar. 


More than twenty years ago a Mr. John Watt, it is said, left funds, 
believed at present to amount to about £24,000, to build some sort of hospitai in 
Leith for * well-behaved old people,” and it appears nothing had been done by 
the trustees (of whom the Provost is one, ex oficio) in the matter. The Leith 
Town Council have appointed a committee to look into the affair. 


Arrangements are in contemplation to complete the testimonial to 
the Duke of Wellington, which stands on arising ground in the Phenix Park, 


adjacent to Dublin. It is estimated that about £5000 will be required for the 
purpose. - 


It is stated that the Roman Catholic Defence Association, which was 


established in Dublin last year, has been lately dissyived, in consequenca of the 
want of funds to supportit. i 


On Monday morning, while two of the labourers in the employ of the 
Lancashire and Yorkshire Railway Company were «t work on the line, near the 
Seven Stars Bridge, Wig in, they were knocked down by the passenger train to 
Liverpool, which suddenly came upon them. Ono cf the men was killed on the 
Spot, and ihe other had some of his limbs broken. 


Thomas Burns, aged 82, having been run over by a Clapham omni- 


bus, on Saturday night last, on Westuunster-bridge, died, shortly utt i 
the Westminster Hospital.” : 5 a we or 


It is proposed to carry the telegraph under Southampton Water to 
the Isle of Wight, and the Loyal reaiianen, at Osborne. ‘ 


The friends of the Nationa! Scciety will be glad to learn that her 
Majesty }.us favoured the society with the usual Roy il letter. The necessary 


bes rhs be taken forthwith to issue the letter to the clergy throughout the 


As a train on the Strasburg Railway was on Saturday passing over 
the bridge of St. Phlin, department of the Meurthe, a passenger pong of 


the door to look about him. Unfortunately, the door was not well fastened; it 
flew open, he fell out, and was killed on the spot. 


The Treasury has given the necessary directions for permitting a 
Case of casts, &c., which nes arrived by a steamer from Boulogre Ns the Tatars 


meut of Practical Art, to be sent d 
fo uctivenrer ahatade a irect and undistursed to Mar.borongh House, 


The Durham Advertiser s:ates that, at the & 


underlan: i 
meeting last week, it derland corporation. 


Was resolved to collect the expenses the corpora. 


ton had incurred in flagging divers Streets, from the owners of the adjoining 
perties “forthwith,” and then to take * counsel’: pinion” legal 
ution first, and trial afverwards, ne a ania sig ; 


The decree 


part of the foreign booksellers, your welcome rouveair, aad the still more welerme letter 
which accompanied it, sh ugh dated July, only reached us on the %h instent, An acknow- 
ledgmevt was immediately despatched by post; but. to be douby ture, we adopt this 
means also of apprising you that the packet har, at lengih, come t band 

C 8, Mew York—Tho pap-rs were du'y recvived, end a letter shail bo forwarded by the next 
mail 

COLONNA—Tho copy of the original cd'tion of Zeilen von Nievela’s rave work, * La Scpé- 
rioriié aux Ecnecs" (1792), 60 obiizingly presenied be our Correspyndent errived safuiy, 
and is deservedly apprecia’ed as one of the very best elementary treatises on ibe game ever 
writen 

JE R, Sinttgardt—We have tried in vain to prnetrate J E R's intentions and wishes respect- 
ing the Probe m he wistes about. Perhaps he will bo go-d euough to favoar us wi.h u few 
more lines, stating bis views exp icity 

Topesk—Have the kindneve to direct your communication in the ordinary way, ‘* To the 
Editor,” &e 

CUKATOR—(Gcod Chess Problems are much more ¢ifficult of solntion than you eppear to think. 
Lo: k wgain ac No 454 and you wil see your crror 

QE D—the joke ef sending a ret of imporelble moves and calling them a “solution,” is lost 
vpon a8, ad eppears a very silly waste of time and paper 

JP, «f Litbon—Youc iastis a tol.rably obvious mate in two moves, bz 1. Q tekes Kt (ch); 
2 Rto K «th—mnaie 

F G P, Piymouth—In playing games by consulta ion, the adversaries are seated sometimes in 
teparate rooms, and sometimes only ni cifferent ‘ables. The rulcs ob ervod are thove of the 
ordinary game, ana nei her party is justified in touching tho men except to play toom, or in 
consulting avy p rson who has inoved tli pieces in advance 

R D M—Your end-ame is clever. but too casy 

BoPitA—Euppose White, for his frst move, play Q'o QR6:h, how can Black pozsibly pr2- 
vont mate next move? 

B W F—You should number your diagrams. 
rolutions 

J 5, M D—The prob'om is correct, bu’ very cbvious 

PRESIS~Thoe immense success which has attended tho rew pattern Chess pieces called 
“ ‘The Staunton Chess-men," « success qui o wi:hout parale) in the sale of such articles. is 
@ sufficient attestation of their excellence. Upon their first appearance we expressed an 
opinion that they were immeasurab'y superior, both in points of utility nnd cleganca, 10 
any others we had ever seen and after two or three years experience of their qauuties we 
ure confirmed in that opinion. I: witl be a reprcach to the taste aud jodgment ot Cheis- 
play:re if there really beautiful pieces do not entirely supersede tbe Lurbarcus imp'e- 
nieo's misnamed * Chess-men” which »he turnersbavo hitrerto impored upon us 


The one last sent is cupable of two easy 


fac’, that of the solu fons sent to us only about half a dozeo are corr ct, and in hese, one of 
the sto and most beautiiu! variations is omitted, We shall withold ihe key ior a few 
dava longer 

DekwestT—You havo heen misinformed. The Chess-Player'’s Chronicle bas boen esta- 
bhshed twelve years, and continues to bs what it always was—the chief organ of communi- 
cation for Chesas-players throughout the world 

F D, Bruges—Reccived safely and in tims. We need hardly say the remainder of tho seven 
played with Herr Mayet wil: bs highiy acceptabie 

R M, Spalding—The Honorary Secretary of the Hull Chess Ciub is Mr 8 W Kirke, and to 
re we must refer you for tickets end par.iculars of the Great Chess Meeting on the 20th 
netant 

CyM&O, PEON—In French, Jaen'ech's “ Anaiyza Nouvelle,” prico 10s, to be got of Williams 
and Nergata, tho foreige booksevers. In English, ** The Chess-pluyer's Handbook,” price 
5». published by 1 G Bobn 

OMEGA—A commi tion-agent. we believe 

IpL&R—You cannot do better than join the St George's Chess Club. Apply to Mr Longbottom, 
Polytechnic Institution 

C KR 1.—They shal! receive attention {PP P, of India—It shall bo examined 

SOLUTIONS OF * STELLA,’ by Silas Angas, Stevens, M P; J T'C, Moses, Derevon, W B, 
of Leemington: Kques of Torquay 

SOLUTIONS OF PROBLEM NO 4t4, by Stevens, Argus, Phiz, E:nect, Albert, Bodger; J M of 
Sherburn; Hereford Duo 

SOLUTIONS OF ENIGMAS by Vida, Eubaliera, W 8 B, of Tonbri¢ge Wells, are correct; ail 
others are wreng. 


SotuTion or Prosiem No. 451. 


WHITER BLACK. WHITE, BLACK, 
1,.RtoQB4th(ch) K takes Rh; or* | 3. EB to K 5c B moves 
2.KttoK 3d(ch) KtoQB4th 4. P to Q 4th—Mate 

WHITE, BLACK. WHiTre. BLACK. 
al, B taker R F Bto K 5 h(ch) Kw Q ih 
2. P to Q ith (ch) Kto Q3d 4 Kito QB $2 \ch)—Mate 


Sotution oF ProspiEM No. 452. 


WHITE. BLACK. WHITE. BLACK. 
t toQ B 6:h (ch) Kttakes Kt(best) | 5. QtoQ Kt 5th (ch) K moves 
tks P(doublech) K takes P 6 Ktto K Kt 3d (ch) K moves 
to Q 6th (ch) K takes P (best) 7.QtoK Bdth(ch) K takes Kt 
tto K B 5th (ch) K toQ 4m (best) | 8. Q to K Kt 5th—Mate. 
So.uTion or ProsLEm No. 453. 
WHITE. BLACK. WHITE. 
1 BtoQ2u (disch) PtoQKt5th(best) | 4. P to Q R 4th 


2. Kt toQ & Sth(ch) K to Kt 4th 5 Kt mates. 
3. KR takcs QR P (ch) K takes R 


1 

2. 
3. 
4. 


. 


K 
P 
K 


BLACK, 
Anything 


PROBLEM No. 455. 
By Herr Léwentuan 
BLACK, 
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“yyy | 


Yyy 
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White to play, and mate in five moves. 


‘ MR. PETROFF’S GAMES. 
The following Game was played at Warsaw by Mr. Perrorr and Mr. 
SZYMANSKI, 
(The Bishop's Opening.) 
WHITE (Mr.P.) | BLack (Mr. S.) 


BLACK (Mr. §S.) wuite (Mr. P.) 


1, PtoK ath Pto K 4th 22, Kio K Rd K Kttakes K BP 
2BtoQB4th KttoK Bad 23. Kt takes B K Rt P takes Kt 
3. P to Q 3d BtoQB 4th 24. R to K 2d (d) Pto KB 4th 
4. Ktto K B 3d P toQ 3d 25.P takes P (in P takes P 
5.PtoQB3a B to K Kt 5th passing) 
6. Castles Castles 26. BtoQ B 2d Pto K B 4th 
7.PtoK R 3d Bto K R 4th 27. K to Kt 2d QR to Q sq (e) 
8. PtoQh ata PtoQR 4th 28.RtukesK Kt KttakesR 
9.B to Q Kt 34 PtoQB3t 29. K takes Kt QR to Q 5th 
10. B to Q B 2d Q Kt to Q2d 30. Kt to QR 3d Q K to Q 7th (ch) 
i Da OnE (a) KRtoK sq 31. K to his sq K R to Q sq 
12.BtoQR3d (6) B takes B 32. R to Q sq R takes R (ch) 
13, Kt takes B P to Q 4th 33, B takes R K to B 2d 
14, Rto K eq Kt to QB 4th 34. B to K 2d P to K 5th 
15, Kt to Q Kteq (c) P takes K P 35. Kt to Q B 2d K to B 3a 
16. P takes P Q takes Q 36.PtoQ Kt4th  P takes P 
17. B takes Q QKttakes KP | 37. Ki tukes P RtoQR 
18. Pto K Ke 4th BtoK Kt 3a 34. B to Qeq K to tis 4th 
19.PioK Kt Sth =K Kt toQ 4th 39. K to @ 2d K to Q Sth, 
20. P to.Q B 4th K Ktto K B 5th 
21.KttoKR4h kK i — KRP And Black gave up tke game. 

¢! 


(a) This is very “ Piano." Black did rot svffictont’y apprecia’e tha value of time in Chocs, 
or he would never have thrown it awey thar. 

(b) Badly pw yed, because it leads t) his Ke being forend to a iquare were he can bo of no 
Possiol use ani to get from whence ho must lose arother move. 

(c) All this is inexpicabe Why move the Kt back at this inomant, end thus le-n eecntre 
Pawn’ Mr Szymanski wee manifestly not himself during the present game. His usual 
play, if we are righty {n’ormed, was of @ very different stamp. 

42) a a ae looks s:ronger, 

¢) Mr Petroff prefers to surrender tho tw > minor Pieces for the Rook, rath urmit 
his Pawns to be brok:n up. a a ee 


Tue Yorksutrk Cuess Assoccation.—From the reports of those 
most intimately concerne in the arrangements of the HOLL Cagss Fest1vat 
on the 20th, the assemblage promises 10 be a bumper. _In addition to the cus- 
tomary visitors from all parts of Yorkshire, Lincelashire, Northumberland, &c , 
a strong muster of amateurs from Liverpool, Manchester, Birmingham, and 
Preston, are confidently expected; and several of the very finest players in the 


metropolis have signified their intention of bein ent on the occasion of this 
interesting aad intellectual tourney, 7 


4 ZONE aay . " : im. in tho | an 
JM, of Shtrburn—There is no flawin ‘ Stella." but its extreme difficulty is shownin the | ing in the militia. At Great Bardflelda clerical genteman became so much 


NAVAL AND MILITARY INTELLIGENCE. 


Provisioxs FoR THE Navy.—The following are the terms upon 
which the Goverameat contracted last week for tue yearly supply of beef and 
pork for the navy :—Be2f, 3050 tierces and 5050 barrels; pork, 2400 tierce: and 
2,200 barrels. The beef was teken at £5 2s. 64. to £5 lis. par tierca for Irish, 
and £5 16:. for Americin; the pork was taken at £5 12) to £5 19:. per tierce 
for Irish, and £5 53. for Hamburzh. Of this quantity Messrs. Allen and Ander- 
son supplied 1300 tierces and 800 barrels of pork, at £5 17s. to £5 18:. 10d., 
and 1600 barrels of Leef, at £3 163. 8d. to £3 19s. 11d, 


Navau AppoixtmEentTs:—Conscquent on the decease of Rear- 
Admiral Tronbridge, Bart., C.B., Rear-Aamiral of the White Manley Ha'l Dixon 
bec mes Reir-Admiral of the Red; Rear-Admiral of the Blue Fairfax Moresby, 
C.B., becomes Rear-Admiral of the White; Captain Jam:s Hauway Plumridge 
(1822) is promoud toa Rear-Advuiral of the Blue on the active list; Retired 
Captains Thomas Lodd Peate avd Wiliam Hendry are, in accordance with the 
Order in Council of Ang ust, 1846, placed on the retired lst of Rear-Admirals; 
Captains Norwich Daft, Sir Chartes C, Parker, John Edward Wa!cot, M.P., and 
the Right Hon, Frederick Earl Spencer, K.G , ara placed on the reserved list of 
Rear-Admira!s. 


Tue Royat Lonpon Mixitis.—The full number of 600 volunteers 
for this corps is now complete, and is compored, for the most part, of able-bodied 
and efficient men; but, notwithstanding, volunteers are still daily applying to 
the magistrates for enlistment. 


Fourtovucus 1x tuz Army.—The General Commanding-in-Chief 
has recently issued a general order trom the Horse Guards, whereby he states 
his approval of general officers commanding districts in Great Briian, and 
officers commanding in garrisons not ine uted in any militery de tricts, granting 
leaves of absencs to offizers and furloughs to non-commissioned officers aud 
sollicrs, under certain regulations and restrictions, which he lays down. 


An:i-Muiim1a Pracarps.—In Buckinghamshire, a bill-sticker, 
named Barron, has been held to bail to appear at the sessionsto inswer a 
charge of having posted some placards intending to dissuade men from enlist- 


ex-ited by the exhibition cfone of the placards on the shutters of a Quuker 
neighbour, that he discharged the contents of a couble-barrel.ed fowling-piece 
at the document, comp'etely obliterating it of conrce, but at the same time doing 
serious injury to the window-fastenings upon which it was posted. 


PrymoutH.—The Lords of the Admiralty, headed by his Grace the 
Deke of Northumberland, in fall uniform, commenced their duties at Devon- 
port on Tuesday, by acco:apanying Commodore Superintendent Seymour and the 
principal officers through the cockyard, closely inspecting the s‘orebonses, 
engine-house, and new dock: after which they went on board the ships under 
construction, viz., the St. Jean d’Acre, Exnouth, Algiers, Phebe, and Narcissus, 
Their Lordships subsequently proceeced to Keyham, and inspected the new yard 
and docks there. Iis Grace the First Lord held a levee at four o'clock for 
cfficers in the dockyard, and subsequently gave his official dinner. 


BILtLeNG THE Mitit1a.—There is a provision in the New Militia 
Act to the effect that the militia may be billeted in those beerhouses in which 
soldiers may be billeted. 


Tus “ Meusourxe” Srramur.—The Mellourne mail steamer, 
having made good her defects, was to have sailed from Plymouth on Wednesday 
morning for her destination ; but, in getting under way in Hemoaze with the ebb 
tide, she ran between two hulks, and fouled cneof them. She carried away her 
Jibboom, catheads, and anchor, let her chsin cable run out, broke the buat cavits, 
and did other damage, which will cause further cetention tu the ship. 


Tar Cunarp Company's Screw Steamers.—The new line of screw 
steamers about to be started by the Cunard Company to run from Liverpool to 
Chagzres vid New York, has just been advertised. The flsetis to consistof six vessels, 
each of frou 1500 to 2000 tons burden, and between 390 and 400 hor-e power; 
and the names are to be the Andes, the Alps, the Taurus, the Etna, the Jura, 
and the Caucasus. Two or three of them are already launched, and the ficst ig 
to sa‘l on the 8th of December next. At the commencement they will periorm 
only monthly trips, but they will uitimately sail twice a month cn the alter: ate 
Wednesdays, when there is no Collins’ steamers to Naw Yok. It is contem- 
plated that the entire passage froin Liverpool to Chag res, culling also at Jamaica, 
will be performed in from eighteen to twenty days, 


The whole officers’ corps, down to the lowest subaltern of the Austrian 


regiment, “ Weuington,” will eccompany their colonel to London ty jon in the 
funeral procession of the illustrious Daksa, 


MATCH BETWEEN THE Yacat “Amestca” AND A SwaDIsn 
ScnvonER —The match between the America and the Swedish schooner Sverige 
(Mr. Nicholas Beckman), for £4$0, came cff on Tuescay. The vessels sterted 
from Ryde abont half-past eleven o'clock. Tne America tock the lead a- starting, 
and came in to the winning station at four minutes past eignt FM, the Sve rige 
making the gaol at twenty-eight minutes after toe America. A correspondent 
has kindly favonred us with the following a?ditional tacts i—* They were ac- 
companied by two cutter yachts, the Fleur-de-lys R.LY C., and the Wildfire, 
R.V.Y.C. he latter veswel started stern of the racing yachts at 
Ryce, but passed bo'h of them off Whiecliff Bay. She then steered 
for the steamer moored twenty miles to Jeewards of the Nub Light- 
ship, which she rounded six minuies ashead of the Swede, fourteen minutes 
of the America: the Flewr-de-Lys, being so far astern, gave up the chace, and 
went home throuch the Needles. About half an honor after rounding the 
steamer, tue Wildyire cairiei away her topsail-yard, which lost her tome mi- 
mates. It was speedily replace! by a smaller ove, aud she :eta‘ned her lead on 
the return until off Bsmbridge Ledge, when the America passed her. Between 
this point and Ryde she recovered her lead, aid finally arrived cff the murk- 
boat two minutes ahead of the America, thus proviag her-elf to ba superior to 
that celebrated yacht.” 


BIRTH-PLACE OF THE DUKE OF WELLINGTON. 


(From a Correspondent.) 


I spent a few days in the county of Meath in 1843. I visited most of 
the interesting places, such as Tara Hill, the scene of the Battle of the 
Boyne; the town of Trim; and that place which draws tourists to Trim, 
Dangan Castle, the birth-place of the Duke of Wellington. 

It was on the afterncon of the 1éth of August that I and my wife 
alighted at Mr. Darling's hotel. After making inquiries about the dis- 
tance to Dangan, and ascertaining that it was four miles, and that we 
could hire a car, Mr. Darling introduced me to a Mr. Sherlock, who came 


to the hotel altogether unaware that any strangers were there, interested 
in seeing the birth-place of the Wellesleys. 


Mr. Sherlock was a respectable-looking, venerable old gentleman. 
With his brother he had been many years in bosincss as a {ailor and 
draper in the town. His father had made clothes for all the sons of the 
Countess of Mornington, when boys at Dangan. He himeeif, working 
with his father, had stitched some of the juvenile garments of the boy 
Arthur; and he was a master-tailor, and measured the same Arthur for 
oe when he was a soldier, and came to Trm on the recruiting 
service. 

Mr. Sherlock said that he remembered, “ as if it were but yesterday,” 
the election of the Hon. Arthur Wellesley as member for Trim, and the 
dispute about his age, it being alleg d that he was under twenty-one 
years. There was the nurse, Daly, who attended the Countess of 
Mornivgton in her accouchement, * put upon the table ;” and she made 
oath that she was present on a certain day when the bey Arthur was 
born, et Dangan Castle, which made him then twenty-one years old. 
Mr. Sherlock's mother had algo been present at the accouchement of 
the Countess at Dangan, when Ar.hur was born: but she. not remem- 
vee the exact day, cid not make oath to her statement of recol- 
ection. 

Now. is it not improbable, I may say impossible (with our knowledge 
of the Duke of Wellington's character, and that of his mother, whom 
all who ever knew her have lauded for her stern Virtues), that they 
sould have produced, or permitted any one else to bring forward, 
domestics and neighbours to perjure themselves ? 

According to the relation made to me by Mr. Sherlock, whose words 
no person doubted, his mother, the nurse, and others. examined at Trim, 
could not have spoken to the birth of Arthur Wellesley, unless it had 
occurred at Dangan, and not at Dublin; for they were not at Dublin to 
witness it. 

Ifthe register of baptism in St. Peter's parish, Dablin, is now to decide 
that Arthur Wellesley was born there, and born on the 30th of April, 
1769, instead of the Ist of May, why was that register not deemed sufli- 
cient to prove his age when elected to the Irish Parliament ? 

But it appears that in some Irish periodicals of the year 1769, there is 
a notice that the Countess of Moinington had given birth to a son at 
Dablin, which son must have been Arthur. Were all other evidence in 
fayour of Dublin being the birth-place, this would conclude the contro- 
versy. But as the evidence seems all the other way (with the exception 
of thie, and that of the register of baptism), these newspaper notices sug- 
gest a few remarks. They cannot be absolutely disproved, but there is 
a very strong presumption that the printer read Dublin for Dangan. In 
those days the pr 8% was not so carefully corrected us now; buteven now, 
in ; rinting-offices better supervised than the newspaper Offices of Ireland, 
such a mistake might occur, The “ reader for the press” in Dublin 
might know that the Earl of Mornington had a house in that city ; pos- 
sibly he might not know that he had w house called Dangan,in the 
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RUINS OF DANGAN CASTLE —FROM A RECENT SKETCH. 


county of Meath ; he might, even if the compositor had set up the word | 


Dangan, have substituted Dublin as a correction. 

What followed? One paper copied from another. 

Be this the true solution of the newspaper difficulty or not, there 
is, without it, the strongest presumptive evidence that Arthur Wellesley 
was born at Dangan. I have given the statement of Mr. Sherlock. Mr. 
Flood, a gentleman of property and good mercantile business in Trim, 
told me that no one about that town had a doubt as to the Duke’s birth- 
place. Add to this the f ct related and illustrated in the Number of the 
ILLUSTRATED LONDON NEws of the 25th of September, that the nobility 
and gentry of Meath, including most of the inh»bitants of Trim who 
could afford to subscribe, erected a monument many years ago to record 
their estimation of the Duke of Wellington as an illustrious General who 
had drawn his first breath in that neighbourhood. 

Next we have the fact that the Duke’s own confidential editor of the 
despatches and letters, Colonel Gurwood, relates the hero’s birth to have 
occurred at Dangan, on the lst of May, 1769; which statement was not 
corrected as an error by the Duke or any member of the Wellesley 
family. 

‘Ales; there is the letter of the Countess of Mornington, written in 1815 
to a gentleman at Edinburgh, recently published, stating, for his in- 
formation and that ef the public who desired to celebrate the Duke’s 
natal day, that it wasthe Ist of May. This disposes of that authority 
which named the 30th of April as the birth-day. ; 

Icome now to a kind of negative evidence in fayour of Dangun, 
which, I believe, has never attracted public notice. It would carry 
little weight, standing by itself, but following all the preceding, it is of 
some significance :— 

The Wellesley family, from a period antecedent to the military 
eminence of the Duke, had substantial reasons for despising Dan- 
gan Castle; in fact the Marquis Wellesley parted with it in dis- 
gust, and no one of the Mornington family have recognised it as 
the place of their childhood. The cause was this:—-When the 
Marquis of Wellesley, then Earl of Mornington, was appointed, 
at the instance of Mr. Pitt, to the Government of India, the 
paternal estate and reversion of Dangan (called a“ Castle,” though it 
had no feature or quality of acastle), were let on lease toa tenant, Mr. 


KILSORE CHURCH, ON THE DAXGAN ESTATE, 


Koger O’Connor, father of Mr. Feargus O'Connor, late M.P. for Not- 
tingham. He proved to be not only a very bad tenant to pay rent, but 
to preserve the property. In his time.the noble woods, covering 900 
acres, a park not excelled for its beautiful landscapes and excellence 
of timber anywhere, was devastated. The roof of the mansion was 
taken cff, and the timber disposed of; and, lastly, the mansion 
in one wing was burned to the ground. The stumps of the park trees 
are seen to this day standing one, two, three, and four feet above the 
ground, memorials of the reckless way in which they were felled and 
the park despoiled. Mr. Sherlock, and all with whom I spoke at Trim, 
affirmed that this devastation, committed by a tenant while the land- 
Jord was absent in India, was always understood there to be the cause 
of the Marquis Wellesley and the family parting from that estate never 
to return, even to look upon their birthplace. 

Reverting to my visit on the 16th of August, 1843 : I hired a car from 
Mr. Darling, of the hotel, after my conversation with Mr. Sherlock and 
others relative to the matters already named, and drove to Dangan. On 
arriving at the margin of the domain, we entered a narrow avenue by 
an iron gate. This was opened by a woman whose house was one of 
the wretched huts. She poured out blessings on our heads, and begged 
for the love of God. On each side of the avenue was a lofty thorn 
hedge, rugged and picturesque, and so luxuriantly grown as to prove 
the soil on which it grew to be deep and fertile. 

At the distance of four or five hundred yards up this road, the park 
with its undulating surface, its bold eminences, and receding hollows, be. 
came exposed to view, with its bare bald head. Here and there some 
stump not bereft of life, had sent up shoots which promised to be trees 
at u future time, and which, in some degree, relieved the barrenness of 
the scene. On closer inspection we found the stumps bare of 
twigs, and without bark, bleaching to grey whiteness, and over 
the distance of a mile, marking the track of the despoiler, I 
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believe it is not too much to say that there is not a tract of country, or 
local spot, devastated by war in either hemisphere, in any of Welling- 
ton’s campaigns, but has long ere this recovered its cultivated or its na- 
tural character; yet those noble woods, the artificial lakes and waterfalls, 
the shaded walks and cool grottoes, in which the musical Lord Morn- 
ington, father of the noble Wellesleys, so much delighted, and in which 
he was inspired to compose that music which still lives, and may never 
die—“ Here, in cool grot”—that magnificent park, despoiled by no 
exigence of war, and certainly by no warrior, has not yet re- 
covered its former beauty and grandeur, and probably never will. 
The road from the head of the narrow avenue before named bore 
towards the left, and again turned to the right. From this last turn we 


| Saw, on the brow of a gentle slope, the Castle—huge, grey, shelterless, 


and, in most part, roofless ; cars, waggons, ploughs, barrows (most o! 


them broken), dunghills, live pigs, gates without hinges, and ragged 
ploughmen lying or standing idly about. 

On speaking to some of the ragged loitering workmen, one of them, 
with that promptitude and subserviency of manner so peculiarly Irish, 
opened the crippled gate to admit us to the front of the Castle; and 
another, with equal promptitude, carried our compliments to the in- 
mates with the request to be allowed to see the apartment in which the 
Duke of Wellington was born. 

In the front, we observed that the windows were rudely built up with 
stones, and the roof entirely gone. A red painted door, which fitted its 
place by a great part of the doorway being made to fit it, was opened 
from the inside. We entered, and found the main portion of the build- 
ing entirely cleared of its party walls. It was open to the sky above; 
and where the floor of the dining-room, library, and parlours had been, 
there was now a flower-garden. This had a prettiness of flowery out- 
line, which indicated another hand than that which was answerable for 
the disorder outside. It was cultured by a young female, whom we 
found te be at once handsome, obliging, and intelligent. 

This young lady led us through the ruin to a parlour, which had a 
spacious bow-window looking out on the neat garden and disorderly 
farm-yard, and down a gentle green slope to a streamlet, distant about 
two hundred yards. Inside this room, opposed to the bow- window, was 
acircular recess, now shelved round—the shelves covered with hosue- 
hold utensils. Here stood the Countess of Mornington’s bed ; and here, 
as Mr, Sherlock (on his mother’s authority, and on that of the nurse, 
whom he knew well) told me, was born Arthur Wellesley. 

Subsequently, in this same room was born Feargus O'Connor. 

The unfortunate spoliation of Dangan is supposed to have made the 
Wellesleys little desirous to set the public right in the controversy about 
the great Duke’s birthplace. 


(To the Editor of the ILtustTRaTED London News.) 

Some years since, I communicated to the Liverpool Mercury, a statement, 
grounded on oral information received on the spot, similar to the opinion 
given in the ILLusTzaTED Lonpon News, relative to the great Duke 
having been born at Dangan, and baptised in Dublin; and have lately commu- 
nicated with the Rev. Quintin Dick Hume, rector of Laracor ; and the Rev. Mr. 
Hamilton, curate of Trim; from whose obliging information I find that there 
is no register extant in the former 
parish further,back than 1800; nor in 
the latter than 1782; so that little 
light, beyond tradition, is here to be 
discovered. But the date of birth as well 
as baptism, is always inserted in the 
Irish parochial registries: Dr. Mann’s 
entry is, therefore, unnsnally deficient, 
and very probably allndes to the elder = 
Arthur, deceased before the great Ar- 
thur’s birth; nor are baptisms per- 
formed so quickly after birth in Ireland 
as customary in England. I have fre- 
| quently in respectable families chris- 
| tened together two children of a year’s 
| difference in age, born of the same 
parents. 

After all, of how little consequence is 


the place of this illustrious man’s birth. : 
Trim, Dangan, and Dnblin, eagerly put “——= 
forth their claims for an accidental dis- = 
tinction. In Dangan was the manor 
house, situate in the parish of Laracor, 
immortalised by the incumbency of 
Dean Swift; but the manor of Dangan 
extended into the contiguous parishes of 
Trim on the one side; and, in the oppo- 
site direction, into Kilmore and Bally- 
maglasson (till lately held in commen- 
dam), and into Colmolyn, or Knocl- 
mark; the churches of ALi which 
should have, consequently, been put 
into mourning on the sad occasion, to 
silence the imputation of the Meath- 
men’s boast being “ vor et praterea 
nihil.” 
Even the locality of the town re-. 
sidence of the Duke's parents seefhs 
| uncertain, Lord Cloncurry placing Mor- 
nington House, Dublin, in Upper Mer- 
| rion-street; Mr. Montgomery Martin, in 
| Grafton-street ; and Philip Dixon 
| Hardy, a man of much accuracy and 
| research, in the fourth volume of the 
| Dublin Penny Journal, locates it in 
Molesworth-street, and gives a wood-cut 
of the mansion. All three houses are 
still fine edifices; and, to complete the 
difficulty, are in different parishes, viz., 
| Peter's, Andrew’s, and Anne’s. 


E, TiGHE GREGORY, D.D., LL.D, 
Rector and Vicar of Kilmore, Meath- 


Paget Priory, Post Town, Kilcock, 
Oct. 2, 1852, 


Gr POs: Nx 


Kilmore Church, of which we engrave an Exterior View, has, at the expense of 
the worthy Rector and Vicar, been placed in mourning, to remain until after 
the obsequies of the Duke. 

In this church, on three Sundays succeeding the Duke’s lamented decease were 
a sermons, illustrative of his career, by Dr. Gregory, from the texts 


Gal.: vi., 14.—“ God forbid that I should glory, save in the cross of our Lord 
Jesus Christ.” 1. Sam.: xvii. 10 and 32, in connexion,—'I defy the armies of 
Israel this ye give me a man,that we may fight together!” ‘ Thy servant 
will go and fight with this Philistine.’ Zechariah: ix., 14.—* The Lord God 
shall blow the trumpet.” In these discourses death, in the battle-field and 
hospital were portrayed from personal observation of the preacher. 


THE DUKE AT THE ROYAL ACADEMY SOIREE. 


ONE of the latest occasions of his Grace’s appearance in public in the 
metropolis was at the soirée given by the Royal Academy, at 
their roomsin Trafalgar-square, on July 28 last. The company was 
exceedingly numerous: though late in the London season, several per- 
sons of distinction were present, and among them the Duke of Welling~ 
ton, who, throughout his stay, was “ the observed of all observers:” his 
Grace arrived about ten o’clock, and remained about two hours, going at- 
tentively over the pictures in the different rooms. One of our Artists, 


THE DUKE AT THE SOIREE OF THE ROYAL ACADEMY. 


who was also a guest, sketched the Duke as he was attracted bya 
masterpiece in the Exhibition; and this Sketch the Engraver has here 
rendered. Our Correspondent was greatly struck with the intensity with 
which the artiste gazed upon the venerable hero as he passed through 
the rooms; this was especially noticeable among the foreign artists, 6?” 
whom there were many present: Scheffer was among them. The Duke 


looked well, and much stronger than he did at the soirée of last year. 


“THE DUKE'S HOUSE,” AT WALMER. 


Every spot associated with the memory of the Duke is invested with a 
melancholy interest, and more especially the village of Walmer—or 
“ Walmer-street,” as it is called—within whose fortress the illustrious 
hero breathed his last. 

In this pleasant sea-side village the Duke resided for a period previous 
to his campaign in Spain. The house is situated about half-way down 
Castle-street, Walmer, and is pointed out as “the Duke’s house” which 
he tenanted when Sir Arthur Wellesley, and a General of Division; and 
his Grace was often heard to speak in praise of Walmer long before he 
was avpointed to the Lord-Wardenship of the Cinque Ports, 

In the View, the centre house was the Duke’s residence, 


It looks 
towards Deal, and from its windows the sea is visible. 


~ 
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Tue cempleted portion of this new 
line of railway was opened on the 
30th ult., when the event was cele- 
brated by a déjedner at the Regent 
Hotel, Leamington. 

The line from Oxford to Fenny 
Compton (314 miles) is part of the 
Oxford and Rugby Jine, the portion 
of the latter lying between Fenny 
Compton and Rugby having long 
since been abandoned. From Ox- 
ford to Banbury the railway has 
been opened about two years; and 
the line just opened extends from 
Banbury to Birmingham (65 miles). 

The “Battle of the Gauges,’ 
fought principally in reference to 
this line (and practically illustrated 
in our Journal), must be in the re- 
collection of our readers. The Ox- 
ford and Birmingham line was pro- 
jected in 1845: among the pro- 
yisional directors were some mem- 
pers of the Grand Junction board ; 
and, in fact, the Grand Junction, in 
the first instance, promoted and 
gave every possible encourage- 
ment to the scheme, for the 
purpose of rendering themselves, 
by means of it and the Ox. 
ford and Rugby line, independent 
of the old London and Birmingham, 
The two Companies afterwards 
amalgamated, and offered the most 
determined opposition tothe Bill for 
the construction of the line. The 
original estimated cost of the line 
was about £900,000, including the 
borrowing powers; but, acccrding to 
the Railway Times, the actual outlay 
will amount to about £3,000,000, 
including the premium of £500,000, 
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paid by the Great Western on the purchase of the line. 

The Oxford and Birmingham line has been constructed by Messrs. Peto 
and Betts, under the superintendence of Mr. I. K. Brunel. The following 
are the most important engineering works on the line:—The Harbury 


cutting between Banbury and Fenny Compton, half a mile in length, 
avd 110 feet deep, out of which there have been excavated about 


mediately beyond the cutting, and formed out of the earthwork thereof, 


CUTTING AT HARBURY. 
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four miles in length, and of the 
average height of 23 feet; this is 
stated to be the largest cutting in 
the world. (See Illustration.) The 
next important work on the line is 
the Whitmarsh cutting, out of which 
have been taken 350,000 cubic yards 
of red marl ; a viaduct at Leaming- 
ton, and bridge over the Highe 
street, the latter 130 feet span ; 
an aqueduct at Myton, constructed 
so as not to impede the navi« 
gation of the Birmingham and 
Oxford Canal; a bridge over 
the Avon, 160 feet in length ; via- 
duct at Warwick, of 30 arches, 25 
feet span each; a bridge over the 
road and canal at Warwick, com- 
posed of iron girders, 150 feet 
span; the Hatton embankment, 
three miles in length, and 25 feet 
in height; the Hatton cutting, out 
of which 500,000 cubic feet of earth. 
work have been taken; the Fin- 
wood-bridge, 50 feet high and 140 
feet long; an iron bridge over 
Stratford Canal, 60 feet in length 

the Blythewood embankment, one 
mile long and 40 feet high; the 
Solihull viaduct, 500 feet long (See 
Illustration) ; an embankment at 
Haycock’s-green, one mile long and 
48 feet high; the Haycock’s-green 
cutting, one mile long and 30 feet 
deep; a bridge under the Bristol and 
Gloucester Kailway, constructed on 
an embankment, 50 feet high—the 
trains of the Bristol and Gloucester 
line having worked over it during 
the progress of the works; an iron 
bridge over the Warwick canal 150 
feet long; and a bridge over the 
Coventry-road into Birmingham, 
60 feet long. The whole of the 
works from Leamington and War- 
wick were constructed in 40 weeks, 
Some of the stations are of pleasing 
design, of which that at Leamington 


(See the Illustration) isa good specimen. They were designed by Mr. 
T. H. Bertram, the resident engineer, and erected by Messrs. Jay and 
3,000,000 cubic yards of marl and limestone; an embankment im- | Co.,of London, under the personal superintendence of Mr. T. Pearson, 
of that firm, They were commenced in May last, and are now nearly 


completed. In addition to the por- 
tion of the line between Banbury 
and Birmingham, there was another 
small portion opened on the 30th 
ult., for the first time—viz. that 
known as the Oxford deviation, 
about a mile in length, the effect of 
which will be to enable passengers 
to Banbury and northward to pro- 
ceed without the necessity of first 
going into Oxford. 

At the déjetiner, at Leamington, 
Mr. Peto, in returning thanks for 
his health and that of the other 
contracturs of the line, observed 
that he could not claim the slightest 
credit for the way in which the 
works of the line had been ex- 
ecuted, the credit being entirely due 
to his partner, Mr. Betts, and his 
assistant, Mr. Watson. (Cheers.) 
His own Jabours had been exceed- 
ingly light indeed, considering that, 
in addition to the assistance he had 
relerred tu, he had had the able aid 
of the engineer-in-chief, Mr. Brunel, 
who had p aced the designs in his 
hands in a state of perfection that 
cou'd not be surpassed. (Cheers.) 
Before sitting down, he begged to 
be permitted to express the obliga- 
tion which the contractors owed to 
the clergy and magistrates of the 
district with reference to the con- 
duct of the works onthe line. Hay- 
ing been the employers of upwards 
of 5000 men for three years, it was 


THE LEAMINGTON STATION, 


manifest that, without the assistance 
of those parties, it would have been 
impossible for the contractors to 
have kept the neighbourhoo! in such 
a state as that there should not have 
been the slightest cause for alarm 
with respect to either person or pro- 
perty during the whole period; 
which was the fact, as they were 
aware, in the present case, (Ap- 
plause.) 

One of the carriages in the i 
on the 30th we as an Pico 
wheeled composite carriage, con- 
structed to carry 24 first-class and 
56 second-class passengers ; the first- 
class compartments ranged together 
in the centre, and two second-class 
compartments at each end. The 
length of the body is 38 feet, and 
the width 9 feet 9 inches, and 
it is covered externally with papier 
mdaché panels. Yhe framework of 
the carriage is entirely of wrought- 
iron, the sides being trussed and 
stayed with light rods. The wheels 
are connected together by wrought- 
iron scroll stays, bolted to the axle- 
boxes in sets of two pairs, five feet 
apart in the centres—the extreme 
wheels being 28 feet 4 inches apart in 
the centres. The carriage is slung 
to the springs with long shackles— 
ample space being left in the axie- 
guards to admit of the wheels tra- 
versing or swivelling on the shackles 
and facing the curves freely. 
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OBITUARY OF EMINENT PERSONS RECENTLY DECEASED. 


WILLIAM LEWIS, SECOND LORD DINORBEN,. 


Tus uafortunate young no- 
bleman, whose mental weak- 
neis rendered him incapable 
of taking any part in life, died 
at Kiomel Park, Denbighsh're, 
on the Gth inst., when the title 


became extinct. He had long 
suffered severely from epilep- 
tic fits, and was attacked in 
an alarming manner on Sun- 
day the 3d, after which he 
never rallied. 

His Lordship was the only 
surviving son of the late ven- 
erabie and respected peer. Av 
the period of his decease he 
had nearly completed bis 3ist year. The splendid estute of Kinmel 
passes to the eldest son of the late Hugh Robert Hughes, Esq, of 
Bzech-hill, brother of the first Lord Dinorben. 


SIR EDWARD THOMAS TROUBRIDGE, BART., REAR- 
ADMIRAL OF THE RED, C.B. 


Tus gallant officer died on the 7thinst. His naval 
career includes a distinguished period of our sea an- 
nals. Jn the Zigar he fought at the battle of Copen- 
hagen, 2d April, 1801; in 1803 he served on board 
the Victory, Nelson’s flag-ship, in the Mediterranean ; 
in 1806 he assisted, as Commander of the Harrier, at 
the destruction, under the Fort of Monado, of the 
Dutch Company’s brig Christian-Elizabeth; and in a 
gallant action fought with a Dutch squadron, in which 
all the enemy’s ships except one were captured ; and 
in 1814 he commanded the Naval Brigade at New 
Orleans. From 1831 to 1847 he sut in Parliament 
for Sandwich; and from 1835 to 1841 was one of the 
Lords of the Admiralty. His rank of Rear-Admiral 
y of the Red he obtained in 1849. Sir Thomas was 
only son of the famous Admiral Sir Thomas Troubridge, the 1st Baronet, 
80 highly distinguished at the battle of the Nile, who was lost at sea in 
the Blenheim, retu:ning from the East Indies. 

The officer whose death we record married, October 18th, 1810, Anna- 
Maria, daughter of Admiral the Hon, Sir Alexander F. J. Cochrane, 
G.C.B., and leaves, with other issue, a son and heir,jnow Sir Inglis 
Troubridge, Srd Baronet, born in 1816. 


SIR JUCKES GRANVILLE JUCKES-CLIFTON, BART., OF 
CLIFTON, NOTTS. 


Tus venerable Baronet died on the Ist inst., at 
his seat, Clifton Hall, aged 83. The family 
which he represented was one of the oldest and 
most eminent in Nottinghamshire. Sir John 
Clifton, of Clifton, M.P, was slain at the battle 
of Shrewsbury, fighting on the King’s side 
against the Percys; and his descendant, Sir 
Gervase Clifton, of Clifton (whose mother, Agnes 
Clifford, was lineally descended from Lionel 
Plantagenet, Duke of Clarence), held a promi- 
nent place at the Courts of Henry VIII, E?- 
ward VI, and Elizabeth. He was a gentle- 
sj man of great authority in peace and war; yet, 
notwithstanding his martial inclination, of so 
courteous and affable a disposition, that he was 
usually styled * Gentle Sir Gervase,” and Queen 
Elizabeth has given him that title in a distich attributed to her Myjesty 
on four Nottingham Knights :— 
Gervase, tha gentle; Stanhope, the stout; 
Markham, the lion; and Sutton, the lout, 


The head of the family in the time of James I., was included in 
the first batch of Baronets ever created, and the title ranks third on 
the list of baronetical honours, Bacon and Hoghton alone preced- 
ing it. Sir Juckes, whose death we record, succeeded to the 
Baronetcy at the decease of his elder brother, Sir Robert, in 
1837, and assumed subsequently, on inheriting some additional 
property, the surname of Juckes. He married, lst, in 1794, Mar- 
garet, daughter of James de Lancy, Esq., of Bath; and. secondly, 
in 1821, Marianne, dayghter of John Swinfen, Esq., of Swinfen, 
county Stafford. By the latter he had one son, the present Sir 
Robert Clifion, 9th Baronet, born in 1826; and one daughter, 
Marianne Margaret, marrici, 12th June, 1842, to Sir Henry Hervey 
Bruce, Bart. 

General Sir Arthur Benjamin Clifton, K.C,B., is a younger brother 
of the late Sir Jukes, 


WILLIAM LORD ROLLO. 


Witti1Am Rotto, Ninth Baron Rollo, of Duncrub, in the county of 
Perth, was son of John Eighth Lord Rollo, by his marriage, in 1806, 
with Agnes, daughter of William Greig, Eq, of Gayfield-place, Edin- 
burgh. Born in the year 1809, the deceased Peer entered the Royal 
Dragoons in 1825, and served in that regiment for eight or nine years. 
In October, 1834, he married Miss Rogerson, the only cluld of Alexander 
Rogerson, Esq.,of Wamphray and Dumcreiff, in the county of Dumfries; 
aud by this lady (who died on the 10th of June, 1836) had a son and 
heir, the Hon. Jolin Rogerson, now Lord Rollo, born on the 23d of 
October, 1835. 

The late Lord Rollo sneceeded to the title and estates on the death 
of his father, in December, 1846. He was immetiately afterwards 
chosen one of the sixteen representative Peers of Scotland, and con- 
tinued to bold that office until the last election. a f2w months ago, when 
his failing health led him to withdraw from political life. 

His Lor¢ship’s ancestors were seated at Dunerab since the reign 
of Robert IIT., when David Stuart, Earl of Strathern, granted the 
estate to John de Rollo. 


CHURCH, UNIVERSITIES, &. 


APPOINTMENTS AND PreFeERMENTS.—The following preferments 
and appvintments have recently besn made:—Canonry: Tne Rev. H. F. 
Beckett, in the Collegiate Church, Cumbrae. J/onorary Canonry: The Rev. W. 
H. Manson, in the Catbedral Church of Norwich. Prebendary: Tho Rey. C. E. 
Pritchard to Combe, Somersetshire. Archdeaconry: The Rev. W. Leahy to 
Killala. Deanery: The Rev. W. K Fortescue to St. Niwens, Perth. Rectories: The 
Rev. D. Lewis to Laleston, Glamorganshire; the Rav. C J. Lucas to Thrigby, 
in Norfolk; the Rey. S. C. Mason ta. Megialen Laver, near Chipping Ongar, 
Essex; the Rev. E. Roberts to Paws Cray, Kent; the Rev. W. Sabine to Brimp- 
ton, Somerset; the Rev. C, Hill to Buxhal!, Srffolk; the Rev. P. Rnfford to 
Thorn Coffin, Somersetshire; the Rev. G. Tottenham to Ballysax, Kildare; the 
Rev. P. Wilson to Knapto't, Leicastershire. Vicarayes: The Rev. G. Madan to 
St. Mary Redcliffe, Bristol; the Rev. C. H. Morgan to Abbott’s Leigh, which has 
bene aio f:om the parish of Badminster ; the Rev. E. E. Body to Wonersh, 

urrey. 


TESTIMONIALS.—The following clergymen have received testimonials 
of affection and esteem :—The Rev. David Laing, incumbent of Holy Triaity, St. 
Pancras, from ladies connected with his Sunday-schools; the Rev. C, Robinson, 
incumbent of Trinity, Blackburn, from teachers and scholars of Trinity School ; 
the Rev. J. Ingle, la'e curate of St. Olave’s, Exet-r, from a few members of the 
congregation; Dr. Jeremie, Regins Professor of Divinity in the University of 
Cambridge, on resigning the position of dean and professor at the Kast India 
College, Haileybory, from pupils and friends at present in the civil service of 
the E.I.C.; the Rev. 8. Cumming, from the parishioners cf Milton next Sit- 
tingbourne, Kent, on his resignation of the caracy ; the Rey. W. Down, curate 
of Ailington, Dorsetshire, from his parishioners, on his retirement; the Rev. 
T. A. Swan, Chidcock, Dorsetshire, from his congregation on leaving the parish. 


St. Mary-Le-Srranp Cuurcn.—On Sunday morning the Rev. J. 
F. Denham, rector, announced in his sermon the receipt, on Saturday, of an 
anonymous thanksgiving of £25 to the parochial schools of $+. Mary-le-Strand. 


Diocesk oF WINCHESTER.—On Monday morning, the clergy of the 
deanery of Southwark assembled at the parish church of St. Saviour, in com- 
pliance w th o citation addressed to them from the Archdeacon’s office. Shortly 
after ten o’clock, Dr. Haggard, the commissary for Su: rey and chancellor of the 
diocese, took his seat in the Ladye Chapel, when the churchwardans of the 
various parishes constituting the deanery were sevarally introduced, and made 
their respective presentments, but no matters of puslic interest were brought 
unéer the official notice of the commissary. At the cloze of the business in the 
Ladye Chapel, a procession was formed, and moved into the parish church, when 
ibe usual prayers were said; and an clequent discourse was duliverda by tho 
Key. K. W. Greenes, M.A., rector of Tooting. 


Sr. Bertrx’s Cuurcu.—This church, which has been undergoing a 
thorowrh repair for rome time past, re-opened on Sunday for Divine service, 
The Rizht Rev. the Lord Bishop cf London preached in the morning on behalf 
of the parce ial nationa’ schools, and in the evening the Rev. Charles Marshall, 
the vicar, delivered a discourse for the same landable purpose. 


The Lord Mayor elect (Alderman Challis, M.P.) has appointed as 
his chaplain for the year of his mayora!ty the Rev. Dr. Mcrtimer, head master 
of the City of London School. 


Society ror THE PropaGaTion or THE GosrrL IN Forwsign 
Parts —On Monday this society (the oldest and most successful of the mis- 
sionary societies) ixsucd its annual report. It commences by stating that the 
most prominent feature in the proceedings of the society during the past year 
has bean the cele>ration of the third jubilee, which, having beeu carried on in 
every quarter of the cloba with nnanimity and snecess far hayond previous ex- 
pectations, was broughtto wn ond by the visit of two delsgated Bishops of the 
Protestant Episeoral Church of America, and by a closing service in Westminster 
Abbey on the 15th of Jnne, 1852, Having given a history of the society since 
its commencement in 1701, and a statement of the progressive extension of Its 
operations, ths report goes on to say—“ At the presont moment it is solicited to 
aid in extending the blessings of the Go pel among the heathen millions of 
Borneo ; in Delhi, where there is a population of 66,000 Mahometans and 71,000 
Hindoos, without asingle Christian missionary; among the degraded natives 
of Sonth and West Australia, where a door scems at length to be 
providentially opened; among 115,000 Zalus in the province of Natal, 
and the 500,060 of heathens who dwell in other parts of the diocese of Caps 
Town ; in the Manritius, where the large liberated population seems almost 
abandoned by the Church of England: in Guiana, where the Coolies are im- 
porting the degrading idolatry of India, and the miss‘ons among the native 
tribes need additional labourers; in the thinly peopled, but vast teriitory of 
Hondnras; and in the Melanesian Islands.” Appenced to the report is a sum- 
mary of the society’s operations, by which it appears that the total number of 
missionaries employed is 499. Of this number at least 82 in Canada are sup- 
ported from the interest of the Clergy Reserves Fund and 16 (in Nova Scotia) 
by & Parliamentary grant, limited to the jives of the present missionaries. In 
addition, the number of divinity studeats, cutechists, and schoolmasters main- 
tained by the society, is above 300. 


Free Caurca or Scorranp.—The foundation-stone of the Free 
Church, Monikie, was laid on Friday se’nnight, by Lord Panmure, in the pre- 
sence of between four and five hundred people. 


Tus New Bisuop or Mraru.—Dr. Singer has been promoted to 
the Bishopric of Meath. ‘Tiere are consequently left vacant two valuable ap- 
pointments: first, the Regius Professorship, worth about £1000 perannum; and 
a living in the diocess of Raphoe, of whics Dr. Siager was Archdeacon, esti- 
mated at £800 a year 


THE CoNnFESSIONAL IN THE CHURCH or ExcuAnp.—On Tuesday 
evening a most numerous and infiuential meeting took place in St. Gcorge’s- 
hall, Stonehouse, for the purpose of taking into consideration the grave and 
important topics involved in the late inquiry, held by the Bishop of Exeter 
at Plymouth, on Wednesday, the 22d day of December last, and to adopt such 
proceedings as may be deemed expedient. The assembly was addressed at some 
length by several gentlemen, in condemnation of the practices shown to have 
taken place under the shadow of the confessional. A resolution to the effect 
that the system of confession carried on at St. Peter’s Church is contrary to the 
doctrine, the practice and the spirit of the Church of England, was carried unani- 
mously ; as was also a petition to the House of Commons, praying that such 
measures should be adopted as shall issue in a full absolute, and authoritative 
repndiation by the Church of England both of the principles and the practices of 
he corrupt system of teaching complained of, and especially of the doctrine and 
practices of the Romish confessional. 


Discovery oF A Larce Fresco Parntinec In BILDESTON 
Cuoscn.—Daring the past week a number of persons have been employed in 
scraping and cleaning the pillars and walls of this noble building, and have dis- 
covered several fresco paintings in various parts, but in such an imperfect state 
that the subjects of them cannot be ascertained; at the west end, however, one 
measuring 30 feet by 29, is discovered to be St. George and the Dragon, life size ; 
on the lett hand side is a building supposed to be a cast'e, with persons on it, 
who are looking down upon the combat ; a group on the opposite side seems in- 
tent upon the same object. 


Haven-street Church, Isle of Wight, was consecrated on Saturday 
last. The Lord Bishop of Winchester officiated on the occasisn. 


A PepestRIAN CaEAt.—The Bristol Times says:—A man lately 
undertook for a wager to wak from Bristol to Bath in a very shori space 
of time. He was, however, discovered aiding his locomotive efforts by quietly 
riding behind a fly. Ofcourse, when this wes found out he decamped. 


ACCIDENT ON THE NeEatH Ramway.—On Saturday last a tempo- 
rary bridge over the Glamorganshire Canal, connected with works belonging to 
the Vale of Neath Railway, feil with a sudden crash, when five carriages, horses 
and men, were upon it. A young man, aged 18, was killed, and two men were 
so seriously injured as to render their recovery doubtful. 


MONETARY TRANSACTIONS OF THE WEEK. 
(From our City Correspondent.) 


The commencement of the dividend payments at the Bank, which will release 
upwards of £5,000,000, having made money more abundant out of doors, Con- 
sols have ruled very steady daring the whole of the present week, and the quo- 
tations have had an upward tendency. Up to the present time the amount of 
re-investments in stock has been comparatively small; nevertheless, it 
appears to be a pretty gencral impression amongst the leading job- 
bers that the national ctocks have not yet seen their highest point. 
The favourable state of the revenne, combined with the increasing 
activity in our manufacturing districts, is a most favourable fea- 
ture, and forms a good index for the future. The Government broker has made 
his appearance in the market, and taken several small parcels of stock for the 
reduction of the debt. Dnring the present quarter £436.360—or one-fourth of 
the surplus revenne of the country—wil be applied to that purposs; and it is 
pretty well understood that there will be no deficiency bills to meet. We have 
again to report a steady inflnx of bullion. Since our last about 650,000 
dollars have arrived from New York, and £40,000 in gold from Paris. 
The shipments hare, hoxever, been extensive; viz. £33,000 in gold 


Six per Cents, 103 ex div.; Portnguere Four per Cents, 384: Belgian Two-and- 
) a-Half per Cents, 54; and Ditto, Four-and-a-Half per Cents, 984 to 974. 

Railway Soares in general have commanded more attention, and pr ces have 
steadily advanced. Wo perceive that an amalgamation of the North-Western 
and North Staffordshire lines is contemplated. One of the leading features in 
the proposed planis that the North-Western sha)l pay to the North S afford hirs 
Company an annual dividend of 3 yer cent. during the first year, of 3} por cent. 
upon the second, and 34 upon the third and all subsequent year’. The amouns 
refers to the who.e pait-up capitel of the compiny. French shares have been 
largely dea'tin; but wo have no hesitation whatever in saying shat present 
rates are dangerously high. T..e following are tho officiat cloiag Money 
prices on Thursday :— 

Orpinary SHAkES AND StTocks.—[ristol and Exeter, 101; Caledonian, 50; 
Chester and Hy yhexd, 214; Dublin and Belfast Junction, 39; Eastern Union, 
9}; Edinburg), Perth. end Dandee, 254; Great Northern Stick, 73; Witio, 
Half B, 119; Great Wesiern, 963; Lancashire and Yorkshire, 85; North- 
Western, 119; South-Western, 90; Ditto, £59 Stock, 37; Midland, 79}; 
Newry and Faniskilien, 24; North British, 33; North Staffordshire, 13$; Norch 
and South-Wes‘ern Junction, 12}; Scottish Central, 84; Sarewsbury and 
Chester (Oswestry), 15; Shropshira Union, 3}; South-Eastero, 75}: South 
Wales, 413; Thames Haven Dock und Railway, 2}; West Cornwall, 9}; York 
and North Midland, 51. 

Lines LeasepD at Fixep RenTats.—Birmingham, Wolverhampton, and 
pe Messina 30}; East Lincolnshire, 6 per Cent., 1484 ; Wilts and Somer- 
set, 1043, 

PReregence SHanes.—Aderdeen, 91; Caledonian, 101}: Easlern Countios, 
6 Cent. Stock, 15; Great Northern, 5 per Cent, 126; Ditto, Scrip, redeem- 
able at 10 per cent premiam, 112; Great Western, fixed at 4} per Cent., 1094; 


to the River Plate, and £100,000 in coin to Australia, besides several 
parcels of silver to the Continent. ‘he latter article is now in very limited 
supply, the late arriva’s from Mexico having been taken for India. In bars, 
standard is worth 5s. $d.; and New Dollars, 4s. 11d. per ounco. On and after 
the Ist of November next, the present mode of weizhing in the bullion office of 
the Bank of England by pounds, ounces, pennyweights, and grains, will be dis- 
continued, and the only weights in use in that office will be the denomination 
ef the troy onnce and its decimal parts The stock of bullion in the Bank of 
England is likely to exhibit a steady increase during the next three or four 
weeks, nearly half a million sterling in gold having been d:posited in the vaults 
wi hin the last few days. , 

Numerous schemes for the formation of Banks in Iudia, Australis, &c., con- 
tinue to prcsent themselves. Some of thom appear to be got up with a fair 
prospect of success; but not a few of then are regarded with mach suspicion by 
the public at large, although they bear a respectable—in some instances hiel- - 
premium in the Stock Exchange. Additional railway companies for England 
are in conrse of formation, amongst which we have observed the “Boston and 
Midland Counties Railway and Dock Company,” with a capital of £300,000, in 
30 000 shares of £10 each. Looking to the actual wants of the district through 
which the proposed line is to ran, and the amount of railway comnunication in 
Lincolnshire, it is evident that the line will be beneficial to the dis‘rict. as well 
as to the sharcholders. The prospectus bears the names of the most influential 
landowners and others in the county. 

The continuance of a very low value of money hss had the effect of giving an 
impetus to the produce markets. Large quantities of tea, sugar, rice, indigo, 
&c., have changed hand:, at hizher rates. The risein the value of the latter 
art'cle at the public sales now in progress is from 6d. to 1s. per lb. The private 
bankers are making large advances fo tue merchants, and first-class bills are 
realty discounted, at from bs to 2) per cent. per annum. The arrival of paper 

m the provinces continues large. 

On Monday the Three per Ceut Consols were done at 100$ 3, both for Money 
and the Account. The Three per Cents Reduced, ex div., were quoted at 993 } ; 
and the New ‘hree-and-a-Quarter per Cents, ex div., 1034}; Bank Stock was 
2241 to 2234 ex div.; Long Annuities, 1860, marked 6%; India Stock, 274; 
Exchequer Bills, 733. to 743 premium. The market oa Tuesday was active, and 
the Three per Cents w.re 100 §. The quotation was 100} } on the following 
day. On Thursday several large sates of Stork took p’ace, and the prices had a 
downward tendency. TheThroe per Cents, for Money, were 1003 % 44; Ditto, 
tor the Account, 1003 4%; New Three-and-3-Quarter per Cents. 1034 44; and 
Threa per Cents Reduced, 99 44. Bank Stockjras 224, Long Annuities, 1860, 
62 4; Ditto, 1859, 6 13-16; Ditto. 6 11-16. India Stock marked 274; India 
Bonds, 85s, to 88s. Exchequer Bils, £1000 (March), 76; ditto, Small (June), 
773. to 743. premium. 

We have to notice a decided re-action in the demand for most Foreign Bonds, 
especially Spanish. The principal caare for the advance in the latter is the ar- 
rival from Madrid of a decree, stating tImt it is proposed to convert £400,000 of 
the Deferred Stock into a stock hearing an immediate interest of 3 per cent., at 
the rate of £55 of tho latter for £100 of the former. 

ranged from 2 to 3 to 14; aad Braz'llan Scrip, 1 to 1% premium. 
very favourable  cfficial 

Hojland. On Thursday, Buenos Ayres 
Mexiean Three per Cents, 25 to 2443 onr-g 
Cents. 104%; Sardinian Five per Cents, 9734; Spanish 
(October 29), 253; Ditto, Passive, Converted, 
Dutch Two-and-a-Half por Cents, 65 to 645 35 
Bargains have takes: place in Brazilien Small, 

| Ghitian, 105; Danish Five por Conts, 100}; Granada Detorred, 


by, Turkish Loan, 7} to8 pm.; 
utch Four per Cents, 953) } 


eel he a 


Londonderry and Enniskillen, Half Suares, 13}; Oxford, Worcester, aad Wol- 
verhampton,8}. 

Foxeien.—Dutch Rhovish, } dis; Dijon and Besancon, 44; Great Indian 
Peninsular, 74; Namar and Liege, with interest, 74; Northern of France. 31 ; 
Paris and Lyons, 27%; Paris and Rouen, 34}; Paris and Strasbourg, 314; 
Rowen and Havre, 174; Sambre and Meuss, 9f ; Western of France, 13§. 

Steam-boat Shares have moved off freely, and prices havo slightly improvad. 
Australian Royal Mail, 3} to §; Peninsular and Oriental, 86}; Ditto, New (£20 
te ran to 41; Royal Mail Steam, 80} to 80; and North of Euroyo, 

dis. 

Bank Shares steady. British North American, 57} to 57; Oriental Bank Cor- 
poration, 38} ex div.; English, Scottish, and Australian, par to } pm. 

Mining Shares have sold to a fair extent. Oa Thuralay Anglo-Calffornian 
were 42; Imporial Brazilian, 7} ; Carson’s Creek, | to {; Copiago, 6); Great 
Polgooth, 43 ; Lake Bathurst, 4; Port Phillip, 1g to $; Santiagode Cuba, 113 ; 
South Australian, 14; United Mexican, 7 { to 4. 


THE MARKETS. 


CORN-EXCHANGE.+Notwithstanding that the arrivals of English wheat up to our market 
this week, coastwise and by land carriage, have been on the imerease, and that the show of 
samples of both red end white, has proved tolerably good, the demand for all kinds has bwn 
rather active. at an advanca in the quotations of Is a quarter, at which clearances have 
been easily effeeted. Fine forsiga wheats have realised very full prices, whilst there hag 
been an increased inquiry for low and middling parcels. Barley, the supply of which haa 
continued small, kas commanded more attention, and the currencies have had an upward 
tendency. The same may be said of malt. Oats, the receipts of which continue very mode~ 
rate, have sold at extreme rates. Beans firm. White peas have advanced Is; but grey and 
maple have given way |s per quarter. A full averago business has been doing in flour, but 
no sctusl advance can be noticed in 5 

English.— Wheat, Essex and Kent, red, 32s to 48s; ditto, white, 34s to 55s; Norfolk and 
Suffolk. red, 308 to 458: ditto, white 38s to 488; rye, 308 to 32s; grinding barley, 268 to 288; 
disti'ling ditto. 288 to 30s: malting ditto, 308 to 348; Norfolk and Lincoln malt, 52s to 56s; 
brown ditto, 48s to 54s: Kingston and Ware, 5$n to 60s; Chevalier, 60s to 628; Yorkshire and 
Lincolnshire feed oats, 178 to 228; potato, ditto, 203 to 24s; Youghal and Cork. black, 168 to 
203; ditto, white, 17s to 228; tick beans, new, 32s to 83s; ditto. old, 334 to 851; grey peas, 
3ls to 35s; maple, 433 to 368; white, 89s to 408; boilers, 40s to 43s per quarter. Town-ma‘lo 
flour, 383 to 43:1; Suffolk, 293 to 31s; Stockton and Yorkshire. 31. to 353 per 280 1b, 
Foreign: American flour, 19s to 23a per barrel; French, 27s to 34s per 280 Ib 

Sceds.—Linseed is still in good request, at very full prices. Cakes ar. tho turn higher, 
with an improved cemand. A'I other articles are dull in sale. 

Linseed, Englih sowing, 5% to 55s; Baltic, crashing, 43s to 463; Mediterranean and 
Odessa, 448 to 473; hempseed, 383 to 463 per quarter. Coriander, 10s to 13s por cwt. Brown 
mustard seed, 7% to 93; white ditto, 5a to 6s. Tares, 53 Od per bushel. English rape- 
seed, now, £21 to £24 per last of ten quarters. Linssed cakes, English, £7 10s to £8; 
ditto, foreign, £3 5 to £9 0s per ton. Rape cakes, £4 10s to £4 lia per ton. Canary, 328 to 
dis Ue bo a English clover seed, red, 40s to 50; white ditto. 403 to 499 per cwt. 

Br —The prices of wheaten broad in the metropolis are fcom 64d to 7d; of houscho'd 
ditto, 5d to 6d per 4 Ib loaf. 

imperial Weekly Average.—Wheat, 348 5d; barley, 272 5d; oats, 175 6d; rye, 285 10d; 
beans, 34s 0d; 308 4d. 

The afi Weeks! pAteyave.—Whoat, 405 92; barley, 276 7d; onts, 184 5; rye, 206 60; 
beans, i d. 

Duties.-Wiear’is: barley, 1s; oats, 1s; rye, 1s; beans, 1s; poas.ts. 

Tea.—Common sound congo. is in improved request, at from 8}d to 9d per lb. In other 
kinds of b’ack, as well as green teas a fair average business is doing, at fu'l feca Upto 
Saturday last, du'y was paid on 33,330,220 1b, against 31,758,103 1b ditto, in 1831. 

Sugar.—All raw qualities command more attention; and, in most instances, tho quotations 
have advanced from 6d to Is per cwt. Fine yellow Barbadoos has rold st from 38+ 10 09; 5 
ery talized. 384 6d t» 40s 6d; yellow Madras, 248 6d to 3is8; grainy whi'e Bonga!, 428 61 to 
438 6d; good to fine yo!low, 383 10 40; white Benares, 385 to 404; fine Mauritias, 353 6d to 369 
porcwt. Reflnedgond: steady, at from 4%* 6d to 478 per owt. The total c.earences to Satur- 
day last, were 4.844 216 cwt, against 4,342,518 ditto, in 1851. 

Coffee.—About 5°00 bags good ordinary netive Ceylon hav rold at from 438 to 46s 6d po 
evt: Plantation kinds have improved Is per cwt. Foreign coffee tteady. 

Rice.—Our m«rket is firm, and late rates are well supp2:ted. 

Fruit —The transactions are increasing. end prices are sti]l on the advance. New figs and 
snitanas have arrived in good condition. Tha former ars selling at from 6s to 75s; the latter, 
60s per cwt. 

Provisions —Fine parcels of Irish butter are the turn higher. English and foreign com- 
mand the extreme rates of last week. Bacon du!l, and 2s per cwt lower. Salen of Waterford 
sizeable have bsen made at 56s to 58s poercwt. Fine lard and hams are quite as dear. Beef 
and pork steady. 

Tallow —1he demand Is active, and prices have further improved Is por cwt: PY Con 
the ent is rolling at from 42s 9d to 43s per cwt. Town tallow, 423 6d per cwt, net cash; rough 
fat, 2s 5d per 8 Ibs. 

Oils,—For export very little is ee pee ae inquiry for home use is steady. Linseed is 

ucwd at 48364 to 29. pur cwt, with free sellers. 
: Spirits.—Leeward tused rum ie firm, at Is 5d to 1s 64d; East India, Is 6d; and Havannah, 
1s 44d per gallon proof. Brandy moves off frevly, and the quotations continue to advance. 
In corn spirits vary little dong. 

Hay and Straw.—Mear ow hay, £2 1ds to £4; clover ditto, £3 15) to £5; and straw, £1 83 
to £1 15spericad. Trade dz.l. 

Coals Ohaater main, !5+ 94; Petton main, 14s 6d: Tanfie'd moor, 149 3d; Townley, 15; 
Wy'lam, 153 34; Wa ker 16s 8d; Haswell, 17s 9d; Lambton, 178 6d; Stewari’s, 178 94 por ten. 

Hops —Al\ good and fine hops are in excellent request, at extreme quotations. Low and 
m'ddiing pres of new ure tolerably steady, 

Wool —fbe public sales of colonial wool have commenced. As yet they havo passe off 
steadily, and prices have been fairly supperted. js at 

Potatoes.—Although the supplies are large. the demand in active, and prices are stightly on 
the advance. Regents 91s to 1058; Shaws, 85+ ‘0 100s per ton, 

Smithfield —i bis market has been searonably well supp ied with each kind of stock; yet a 
foll average business bas been doing at full quotations :— 

Beef, from 93 24 t# 3a 104; mation, 8s 2d to 4s 6d; veal, 23 8d to 3a 10d, pork, 2 ld to 
33 19d per Bib ‘tosink the offals. 

Newgate and Leadenhall,—Tho general demand ts steady, as follows :— 

Boot, (rom Za +o 3s 4d; mutton, 2e 84 to 4s Od; veal, 23 Sd to 38 10d; pork. 2a 104 to 35 10d 
per 8 lb, by the carcase. ROLERT HERBERT. 


THE LONDON GAZETTE. 


Farpay, Ocr, 8, 
BANKRUPTS. 

J J MOREWOOD, and not J MOREWOOD, as bofore advertised, Fiudyer-stroat, 
Westminster, merchant. EK WINSTANLEY and HG WINSTANLEY, Poultry, chemists. 
T KOE, Suffolk-p'ace, Lower-road, Islington, upholsterer W STEEL. Birmingham, inn- 
keeper. }t SUELTON. Wellingion, Shropshiro, suddler F LEWIN, Ragiand, Monmouth- 
auire, engineer. J G@ HARRISON, Liverpool, tronmonger. A ASTLEY, Manchester, 
ear.henware-dealer. J RHODES, jun., Oldham, Lancashire, tailor. 

SCOTCH SEQUESTRATION. 

W HOWATT, Argyle-street, Glasgow, ironmouger. 


TORE gene teal 
BANKRUPTCIES AN 4 5 
G MORTON, Crown-wharf, Great Scotland-yard, corn merchant. J HICK, Wakefield, 


corm merchant. 
Je wre RANKRUPTS. 

W WELLINGTON and R BUTTERFIELD, Brizhton, Incemen. R TAMS!.TT, Woolwich 
and Plumstead, Keat, builder. J BRIMACOMBE, Falmouth, Cornwall, wine merebant 
TISAACS, P ymouth, dealer in watches H COWIE. Live-poot, shipowner. & LANGFORD 
Hyde, Cherbice, ironmonger. G GARDNER, Woolwich and Plumstead, Kent, ironmonger. 


BIRTUS. 
the widow of tho Jate Lieutenant Colonel George Futchinson, Bengal Kn- 
neers, cf a daughter.—On the |4th ult. the wife of tho Kev Forster G Simpson, of a 
ghter.— On the 3d inst, the wife of the Rev W M H Chureh, vicar of Guddington, of-a 
son.——At Walworth, on the 12th inst, Mra S Collins, of a daughter. 


Pe corm at HOON ag 

Tuesday, the 5th inst, at St George's church, Everton, 
Renin, M ral the Kev James M Cranswick, Weslsyan Minster, of Buxton, to Mary Eliza+ 
beth, ssc nd deushter of the late Edward Frarcoys, Esq, of Liverpool ——On tho 6th ivst, 
the Kev Richard Henry Howard, M A, tv Julia Klizaberb, eldest daughter of the lave William 
Ripley, Kea. of the 59d Light Infaniry ——On the 9th inst tha Rev F W Harria MA, of 
Trhai ¥ College, Cambrides,to Margare: liz byh, widow of rhe lata Lawrence Rawastorre, 


On the 9 b Ins‘, 


ol, by tho Nev i H 


Tlie Swedish l.oan Ft 
report has been made of the finances of 
Six per Cents were 73%; 

Russian Fonr-and-a-Half per 
Three per 
Cents, 50%; Ditto, New Deferred, 254 to 25%; Ditto, for the Account 


at 101; Cuba Bonds, 1023; 
tig; Peruvian 


sq. of Penwortham Privrt, Lancashire ——On tho 21h inst, Louis C A Tonge, Faq, 
Liatiaceae Koyal Navy. to Charlo te Augusta, daughtor of the Hon George Pellew, DP, 
Tean of Norwich and Hector of Chart.——On the 9.h instant, a! tha Old Churea, Finenley, by 
tha Rev fbomas K White, Rector, George Hulme, eldest 502 of George Beams, Enq, of King- 
sroet. Covent- garden, and Hampton Wieck, Middlesex. to Jane Elizabeth, eiaast daughter of 
John Oakley, Erq, of Piccadilly and Fincnley,——On the 13th inst, at Berrington. Shropshire, 
by tho Rov Wiliam James, Marvin Fitzwilliam son of Jonas Malden, M.D , of Woreener, t? 
Emily Harriet, second panstics of John Quicke, Esq. cf Newson £t Cyres, Devon.——Oct 
12:n. in Bo fast, by the Rey W Johnston, Mary Jano, youngest daughter of the Jate Mr John 
Mackey, et Antrim, to Peter Aitken, jan, of Glas w.——On the ith int, ar t Mary's, 
Lambuth, Alfrod Austin, E.q ot Her Majesty’s Ordnance, Pali-mali, avd of Adetin= Viilas, 
Brixton, tu Helen Wizabath Wilisher, videos daughter of George Harrison, Esq, F 8 A- 


DEATHS. 

, ths Com«sse de Madrid de Montaigle.—On the 10 h 
ynardson, aged ten weeks tha infant son of Lieutenunt- 
Guarcs rasan the Lio oe epteie since 
Wilson Tayler, Rec or of Stoke Newington, in the 63th year of his age.——On the 7.h inet, 
at Kirkles- tall: Yorkehire, Mary, wife of Henry Wicktiam Wickham, Eq, M P,—-On the 
7th instant the Rev Walter pel pes M A, aged 41.——On the Oh instart at Kominel- wk, 
St Asaph aged 31, William Lewis second Lord Dinerhen.——On the Ist inytan , a) Clifton= 


On the Ith instant. at Torqua, 
instant, at Windsor. Vere Birch 
Colonel Birch R: ynardson, Grovadier 


hall, Sir Jackes Granviils Jucke: Clifton, Bari, need 83 ——At tho Rectory, Skirbeck Lia- 


colnghire, on the 2d instant, the Kev Wiillam Roy, 
Seofor Chu plan at Madras —On the 6th inetact. at 


Bulkley 4 
aged 62, relics of thy late Augustus Liypo ite Josep Deroubvais, & q, 


lowell. 


DD, Rector of Sairbeck, and formerly 
Acton Castle, Cornwall, Vioa- Admiral 


r) 82,.-(n the 19¢h instant, at Dalaon, Mrs Sarah Dorowbaix y 
Mackworth Pred, aged , y Torimoniy. of Basti 


Ocr. 16, 1852.] 


THE ILLUSTRATED LONDON NEWS. 


AMUSEMENTS, ¢. 
ROXAL PRINCESS’ THEATRE, OXFORD. 


STREET.—Under the Management of CHARLES KEAN.— 
MONDAY, OCT /8, will be performed the PRIMA DONNA, MONT T 
MICHE!, and the SPITALFIELDS WEAVER _ Tueaday, 19, the 
Prima Donna, Ment St Michel, and the Spitalfields Weaver. Wodnes~ 
day, 28, the Prima Donna, the Cori ican Brothera, and the Spitalfields 
Weaver. Thursday, 21, tho Prima Ponna, Mon: St Michel, and the 
Bpitstilds Weaver. Friday, 22, tho Prima Donna, the Corsican 
Brothers. and the Spitalticids Weaver faturday, 23, the Prima Donna, 
Mont St Michel. and the Spitalfi-lde Weaver. 
eS ie oR We A PE ey a ee 

T JAMES’S THEATRE.—OKGAN- 

OPHONIC GAND.—Porsitively tha Last Parformances —Tho 
Director kaxs to announce that, baving succeeded in postponing 
several provincial engagemenis, he ia enabied to announce the re- 
markable performace: s of the Organophonic Band VERY EVEN- 
IN@ DURING the WEEK, and on MONDAY MORNING NEXT a 
Day Entertainment, belug most po itively the Lust Performances at 
the above Theatre. The Evening Entertainments to commence at 
Half past Hight, the Morning at Half-past Two Stalls, 5s; Boxes. 
38; Pit, 2a; Gallery, Is. Tickets to be obtained at MITOHELL's Royal 
Library, 33, Old Bond-streot, 


OVE’S ENTERTAINMENTS.—These cele- 


brated Enterta nments will be given on MONDAY, OCT. 18th, 
atthe Town Hall, BRIDPORT; on Tuostay, Oct. 19, at the Assembly 
Kooms, Lyme Kegis; on Wednesday. Oct. 20th, at the Assembiy 
Rooms, Sidmouth; on Thur day, Oct. 21st, at the ouhscription Kooma, 
Partmouth; on Friday, Vet, 22nd, and Monday, Oct 25th, at the 
Royal Hote), Plymouth; on Tuesday, Oct. 26th avd Wednesday, Oct, 
27th, at the Un'on Hall, Torquay.—Begin a8. Tickets; Reserved, 
3a; First Class, 28; Second Class, Js. 


HE WELLINGTON CAMPAIGNS (ho- 


noured by her Majesty, the Royal Family, and the late Duks.— 
The Duke's Chamber and Exterior of Walmer Castle ure now added 
to the above Diorama, the only completo Illustration of his Grace's 
career ever exhibited.—Daily, at 3und 8. Admission, 1s, 4s 64, and 
3s. Alvo may be had, a Deserip'ive Memoir and Key to tho Diorama, 
illustrated, price 1s.—GALLEKY of ILLUSTRATION, 14, REGENT- 
STREET. 


WE GOLD FIELDS of AUSTRALIA.— 
This New MOVING PANORAMA, painted by J S PROUT, 
from his &ketches made upon the Spot. is EXHIBITED DAILY, at 
309, Regent-rirest (next tho Polytechnic), Among the principal 
Scenos are: Plymouth sound—Madicra —Cane of Good Hope—south 
Sea Whalo Fishing ~Melbourno—Geelong—The Koad to the Diggings— 
Mount Alexander—8y¢ney—-The Blue Mountains—Summer-hili ¢ reek 
—Ophir— Encampmentof Gold Digeors by Moon.ight. The Deseiptive 
Leo'u o is given by Mr Prous —Adinission, Js; Reserved Seats, 2s; 
Gallery, 64. At Thre» and Bight o'Clock, 


VO ARTISTS, INVENTORS, &c. &e.—'lhe 
Directora of tho ROYAL POLYTECHNIC INSTITUTION 
(Patron, H.R.H. PRINCE ALBERTI) respectfully give not co thas 
DEPOSITS of GENERAL INTEREST are RECKIVED, and aviy 
described fo the Public, FREE ot EXPENSE. 
Tho EXHIBITION, and all the Popular LECTURES, including Mr 
BUCKLAND 8 LECTURE on MUSI®, as usual. 
Admission, Js; Schools, and Children under Ten, Malf-price. 


HE ZOOLOGICAL GARDENS, Regent's 
Park, aro OPEN DAILY. The first living specimen of 
CHOIROPOTAMUS ever scen in yea ee is now added to thy Collec~ 
tion, All visitors are admitted to . Gould's colleciion of Hum= 
ming Birt without extracharge. Admission, 1s; Mondays, 6d. 


QCARBOROUGH, Queen of British Watering 


Places.—To those who contemplate visiting thiy far-famed 
sbrino ot heaith and longevity, this indessribably fascinating pet, a 
GUIDE (wi h shor: description and view ef the town for the ure of 
visitors) will ba forwarded on receipt of Two Postage-s'amps. ad= 
dressed to Mr SHARPLN, Crown Hotel; or, Mr Theakston, Gazctte- 
office Scarborough, 


IVERPOOL WHITE SIrAK LINE of 
AUSTRALIAN PACKETS for PORT PHILIP end SYDNEY .— 


Bon Nevis, new .. .. 3000 toms Melbourne .. .. .. Sept. 10 
Bhortporo, new .. - 2000 ,, Melbourne .. .. .. Oct. 10 
Dondonald «. 4. +. 3000 4, Mebourng and Sydney To follow 
Blancho.. .. o. Sydn-y .. «- «. «- Tofollow 


Tho abovo ships are all first-class, sailing undor the Britich flag 
and British owned, bave superior accommodation for all clases 
at moderates farov, and carry experionced surgeons Apply to PILK- 
INGTON and WILSON, 3, Commercial-builainga, Liverpool! ; or, to 
Gibzon, Linton, and Co, 9, Great St He en’s, City 


PARRBEAD HARBOUR and NORTH of 
IRELAND MINING COMPANY.—No Further applications 
for SHARES will be received in this Company sfier THURSDAY 
NEXT, the 14th inst. 


“TINHERSTER and DATYDED ¥ AW 
(aes TER and HOLYHEAD RAILWAY 
and 8STEAM-PACKET COMPANY. 

The arrangemenis for tha transit of Goods and Live Stock between 
Treland and tingiand v.4 Holyhead, are now complete, 

On and after the 27th S:ptembor a«Steamer will leave the North 
Wall, Dublin, every Evening (Sunday «xcepted), and arrive there 
every Morning with Goods and Cattle. 

Particulars of the through rates between Dublin and principal Sta- 
fions in Eogland maz bo known on application at the Company's 
Offices, North Wail, Dublin; or the Goods Manager’s Office, General 
Railway Station, Cheaver; or High-street, Liverpool. 


By order, J. O, BINGER. 
‘ager's Office, Chester, Sept. 16, 1952. 


-_ 

Se eo 

BISKBECK LIFE ASSURANCE CUM- 

PANY, 8, MOORGATE-STREET, London. Incorporated ty 

Act of Purliament. 
PRESIDENT—The Right Hon tho ar! of Carlisle. 

TRUSTEES—Lord. Dudley Couits Stuart, M P.; Douglas Jerrold, Eeq. 

KANKERS—Messra Barnett, Hoare, aud Co. 
This Company (vscublished in connection with Mechanics’ Institu- 
tions) is now prepared to transact all business connected with Life 


Assurance. 
POLICIES INDISPUTABLE. 
For Prospectuses, Forms of Proposal, or Shares, apply at tho Offices 


of the Company, 8; Moorgate stiect. 
By Order, GEORGE COLR, Secretary. 


ESTABLISHED 184), 


Me=Picat, INVALID, and GENERAL 

LIFE OFFICE, 25. PALL-MALL, 

During the Jait Ten Years this Socieiy has issued moro than Threo 

ousand ‘Three Hundred and Fifty Policies— 

Covering Assurances to the extent of Thirteen Uundred Thousand 
Pound:, aud upwards— 

Yiolding Annual Premiums amounting to nearly Fifty-eight Thou- 
ees 

is Boe 

Diseased reed 

Healthy Lives assured at home and abroad, at }ower rates than at 
Most other offiors. 


nus of 50 por cont. on the premigms paid was added to the 
Policios at last Division of Profits. z r 


Agents wanted for vacant places. 
Re biererthgioes of eden and Ate other Information may 
nod of the Secretary at the Chief Oilico, or on epplicaiion to 
any of the Society’s Agents in the country. we " 
¥ G P NEI3ON, Actuary. 
C DOUGLAS SINGER, Socrstary. 


7 

ENNETT’S MODEL BAROMETER, for 

One Guinea, warranted scientifically accurate, and entirely 

free from the defecte of the old wheel insirument. Ii is portable, neat, 

&nd trur:tworthy. and adapted for every climate and purpese. JOHN 

ENNETT, Manufacturer to the Royal Observatory, Board of Ordnance, 
Admiralty, and the Queen, 65, Cheapside. 


< > > mi 

EW DESIGN BOOK of FURNITURB— 
v w. H. COOPER, Manufacturer of fashionable Cabinet and 
pholstery urniture, 42, Gr. at James-strees, Bedord-row, Lendon, 
Vite’ partics abous to furnish, who require articles combining taste 
with economy, to obtain the new end elegaut BOOK of Dé IGNs, 
Containing tour suiies of FURNITURE; sent (post free) on application, 
rebaserg are also coiicited to vi-w bis superior stock, which com- 
Pati) every article correspoxding with the designs al’ marked in 
jes figures, at unurvally Jow prices. New patte:n Drawingroom 

hairs in wa nut, with s'uifed seats, from 203 each 


INNERS, BALL SUPPERS, & WEDDING 


3% BREAKFASTS provided in Town or aM by Messrs PURS- 
ns Cornhill, near use Exchange, including Wines and the hire of 
ate, Linen, China, Seais, Tables, ‘ents, Awnings, Dancing Hollands. 
‘unts, Carriages, &¢. ' Ball-roome Lighted, Insuumental Music 
rable ahh of fare Laie ae poet, Se any pee or one of the 
ait Dpon parties ii juired. A magnificent display of 

ae Cakes for seivation, iggoorarse in # now and elegant cia 7 Aa 
0 ee noveltics in Wedding Stationery.—Messrs PURSSELL, 


EARTS UNITED.—HAIR-RINGS, and 
in ratio thoughout with good solid gold, double 


is the only one possessing Teblea for the Assuranco of 


hoaris uniied ith Ube ini ial teen ee 
niied upon, with tbe iniials, made to order, com~ 
adh for 59 6d; the samo, with two gold hands uniied, in place of 
; . 78; alno, with forget-me-not ¢elu.ter of good turquoise ntones 
pect f hearta, 83. Pins, etuda. brooch, brace'ets, chains. made 
ete: atet el, ront Si eee) sie es of the United 
Is P © addres,— ~ it 39, V ” 
street, Strand, Rig sizes eenton reqaerte ee eee om) Woh 
2 FF ooo 
P OFESSOR LIEBIG on ALLSOPP’S 
PALE ag ag Baron Liebig to Mr 
er condining Ts wadlegaaldes ttn ahaa eine ea 


in 
of 
Ki 


pinion of the most eminent English rpuvaistariet 
as & peurel beverige 
Ns @, isso Ostus Lignia, 


That tho Public might form a 
that eminont authority, Mosarsa Aiepy aan grr aay ancy del 
LUSOPY in exienso, in ail the 
eat Eepesi copics of Brees 
mtinvalty incrensin, ~ 
a favour of their Pale aud Bitter Ale, ay bo ‘ob. 
eam re nd os Se Ry Ftc ee cara, or wt their 
rt 3 
Dublin, Birmingham, and elsewhere.” eva SMa Ws 


‘or 


NEW BOOKS, &c. 


NOTICE.—The Third Edition of ‘Uncle Tom’s Cabin.” 
Unabricged and Mlustrated Edition of UNCLE TOM’S CABIN. 
Now ready, crown 8vo, prico 2a; or cloth, gilt, 23 6d. 


NCLE TOM’S CABIN. Third Edition. 


This Edi‘ion, printed in a clear and legible typs, is most 
beautifa))y illustrated with page cuts on tinted paper, 

Extract from Lord Cartisie's tetter spon the sunject of “Uncle Tom's 
Cabin:”—" lis genics, ita patbos, its humour, must sufficiently ¢ m- 
mend thearselves to its nearly unparalleled number of readers. I foe) 
that I have even and known enough to sonvince my own mind equally 
ot its gi neral fairness fidelity, awa treth.”’ 

London: LNGRAM, CoO%E, aad Co, 277, Strand. 


NOTICK.—Unabridged and Miustrated Edition of THE WHITE 
SLAVE.—Now ready, uniform with * Useie Tom’s Cabin,” crown 
8vo, 28, or aleth, gilt, 23 bd, 


HE WHITE SLAVE. Second Edition, 
By R. HILDRETH, ESQ, 
Author of the * Wistory of the United States," &e. 
Beautifully Miuetrated with Hight Page Engravings on Wood, 
London: INGRAM, COOKK, and Co, 227, Berand. 


a 


ILLUSTRATED LIFE OF THE DUKE OF WELLINGTON. 
In the press, in two vols demy 8vo, handsomely bound ia cloth gilt, 


rice 126, 
. 

N ILLUSTRATED LIFE OF FIELD- 
MARSHAL the DUKE of WELLINGTON, tho Commander-in- 

Chief of tho British Army, By J. H STOCQUELER, Esq, Author of 
“'Tho British Officer,” "Phe Hund: Book of tsritish India,” &. The 
first volume will embrace ell the events of his rema:kablo military 
career down to the end of 1814. Tho second, all the operations in the 
Nothsrlands to the close «f the Deke’s life, ‘ihe Llustrations are from 
Drawinys made during the Campaigns of Wellington, by Lieutenant- 
Colonel LUARD. Thoy couvey the mokt accurate views of the scenes 
of his Graco’s exploits, together with Ski tches of Batues and Por- 
traits of the Briiish Generals and Field-Marshals who occupy the 
most distinguished places in the his:ory of the lamented Duko's cureer. 

London: INGRAM, COOKE, and Co, 227, Strand. 


Published this day, price One Shilling, poet 8vo, in an Elegant 
Wrapper, or bound in cloth pries Is 5d, 
COPIOUSLY ILLUSYRATED BIO- 
GRAPHY of FIELD-MARSHAL tho DUKE of WELLING- 
TON, embracing his Military and Political Career, 


IELD-MARSHAL the DUKE of WEL- 


LINGTON.—A Superb Steel ! NGRAVING of WELLINGTON 
av WATERLOO. © Up Guards avd at them” Froma Paiuting by 
Sir THOMAS LAWKENCE, engraved by W BROMLEY, AE KA. 
Length 3 feet 5 inches by 3 feet 4 inches. Price 53. 

London; INGRAM, COOKE, and Co, 227, Strand, 


ne few days, 


I 
W ELLINGTONIANA : Anecdotes, Maxims, 


and Opinions of the DUKE cf WELLINGION. Collected 

by JOHN TIMBS Esq. Author of “ Popular } rrors Exp'ained,? and 
compltler of ‘ Lacouicr.” &e. Crowndvo, I'ustrated. In wrapper, 
la; or bound in c'oth, 1s 6d 
London: INGHAM, COOKE. and Co, 227, Strand, 


we Near'y ready, 
J ONDom BIOGRAPHICAL LIBRARY, 
VOLUME VII, price 33 6d, 

LIVES of the BROTHERS HUMBOLDT, ALEXANDER 
and WILLIAM. Port 8vo: Portraits. Uniform with * Weshingwa's 
Life," 2 vols; and Ilrzlitt's ‘* Napoleon Bonaparte,” 4 yois, 

INGHAM, COOKK, and Co, 227, Strand. 


Just ready, New Edition, Two Thouran? Anecdotes for Ono Shilliag 
(Thiriieth }how axd), 
HE RAILWAY ANECDOTE BOOK. 


For the Reading of Ral'way Passengers. Royal 8yo, in 
Wrapper, ls; boune ia cloth, | 64. 
London: INGRAM, Cooke and Co, 2°7, Strand. 


THE HISfOKY OF ENGLAND IN RHYME. 
This Diy, Sixth Edition, with Thirty-seven Portralis, 1s, or 1s 64, 


in cloth, 
HYMES for YOUTHFUL HISTORIANS, 


on the HISTORY of ENGLAND, brought down to the Keign of 
Queen Victoria, with a bricf Chronvlogy of Ancient and Modern 


Letory. 
being 


“Chronologists mek use of rhymes as assistants to memory, 
80 easily learned by heart." 


NEW BOOKS, &e. 
QUARTERLY REVIEW, 


No. CLXXXIL, is published THIS DAY, 


TT HE 
CONTENTS: 


1, British Bards and Stonehenge 5. Sindh 

2. lonian Is ends 6, Lord Langdale 

3. Irish Salmon 7. Gold Discoveries 

4, Dr. Chalmers 8. Parliamentary Prospects 
Jour MURRAY, Albemarle-street. 


BE ARTIST'S and AMATEUR’S COM- 
PANION and ALMANACK for 1853, price la, is NOW READY 
for dwivery —KREVES and SONS, 113, Cheaside, London 


i Post octavo. 10: 6d 
I EAVES from the NOTE-BOOK of a NA- 
A TURALIsT By W J BKODERI?, Ftq, F RS, Author of 
* Zoological Kec ions.” Reprinted irom “ Frasers Magazine,’ 


Loudon: JOUN W PARKLR and SON, West Strand. 


Now ready, price One Shi'l ng, 


RAMBLES ABOUT TOWN. 
By OLIVER WRINKLE, London. 
ALLEN, 20, Warwick-lane, Pauraoster-row ; of all Bookzellers, 
end at ail Railway Sa ions. 


NCLE TOM’s CABIN.—The AUTHUR’S 


KDITION of this most talented and popu’ar American work 
muy be had of all Booksellers. It is well printed in large type, form- 
ing a handsome crown 8vo volume. Price 33 6d. 

“It is right to state that Mr. Bosworth's edition is one in which 
the euthoress has a direct interest, which should induce all right- 
thinking persons to prefer it."’—Sunday Times. 

London: THOMAS BOSWORTH 215, Regent-street. 


NEGLECTED EDUCATION REMEDIED. 

Six Edition, ia nu at pocket volume, 2s td bound, oc 3s by post. 

. op 
OMPOSITION and PUNCTUATION 
familiarly EXPLAINED for those who have neglocted the study 

oi grammar; and wherein foreigners who may be learning Eng ish 
will a!so tind informa ion calculated to facilitate their pr gress in the 
understand ng of the language. By JUSLIN BRENAN. 

* We have read this little book with much sausfaction. Something 
of she kind has been long wanted, and the waut is now very in- 
genlouly supped ''—Ediuburgh Luerary Journal, 

EVFINGHAM WILSON, Royal Exchange; and Messra LONGMAN. 


Rk. GLOVER’S DENIAL of his CERTI- 
FICA'E to Mr, ALLSUPP.—*I beg to say that I never gave 
Mr Allsopp any certificate wha'ever.” Dr Glover s letter appears in 
ex cuso iu the current Number of the * Medical Cicular,’’ xecom- 
panied by an editorial exposé of the gigavtie Beer puff of Messrs 
Allsopp, Liebix, and Co. Orders for toe ** Medical Circular" to be 
fent to the Office, 4, Adam-sireet, Adelphi. ‘I'he trade supplied by 
GILBERT end Co, Paternoster-row. 


Dr. WILLIS MOSELEY on NERVOUSNESS.—10th edition. 2s. 6d. 
This is the best beok on nerveusness.”—Piof. Bavage, Surgeen 
TP\AWELVE CHAPTERS on the CURK of 
NERVOUS or MIND COMPLAINTS : as cepres-ion, excite- 
ment, biushing, restles neas, sicep essness, un fliness for society, study 
or basinger, loss of memory, confusion, giddiness, de usion, blood to 
the head, groundless fear, W.etchedness, suicidical thoughts, fear of 
invani y, aud insanity, 


London: + IMPKIN and Co., and all bookerllera; or franked to any 
address if 36 stamps are sent to 18, Bloomsbury-strivt, Bediord-iquaie 


MnO PARENTS and GUARDIANS.— 


WANTED, a respectable, well-educated YOUTH, about 14 or 


» 35 years of age, as an APPRENTICE ty one of the largest DRAPERY 


Ksiablisbments at the east cud of London.—Apply wo W aod H 
CLAYION, 27, Whiteche pel-road. 


CAPITAL BUSINESS FOR SALE, A BARGAIN. 
> . va » cs Cc 
IANO BE VISPUSED OF, a TOBACCUNIST’S 
R and STATIONERY BUSINESS, estab ished el-ven years. The 
librars, stock, fixtures, and iltings, will be sold under ihe value, 


Siuxtion ani retuins very gved.—Apply at 29, Ash.ey-crescent, 
Bhe pverc: ss-walk City-roud. 


GINDING THE “ ILLU-TRATHYD LONDON NEWS.” 
UGUSTUS SULHERLAND (late M. C. 
Round), 16, Series-place, Lincoln s-inn.—The VOLUMES of 
the [LLUsTRATED LONDON NEWS elegantly BOUND in embossed 
cloth, gilt, at 5a per Volume. Post-office orders payable to th: above. 


FOR PARENTS AND KURSES 
Now Ready, at all and. CHIT Is, 


NFANTHOOD and CHILDHOOD; 
A POPULAR GUIDE to its MANAGEMENT and TREAT- 
MENT; with Supplement, containing the best modes of preparing 
the Dio; of the Nurvery. By JACOB DIXON, Surgeon, Apothecary, 
and Accoucheur. Forme:ly Resident Medical Officer of the Ch sTiotie= 
stvee. Lying-in and Sick Dispensary. Author of ‘A Familiar 
Treatise on Indigestion " 
London: HOULSTON and STONEMAN, Paternoster-row. 
Post-freo reom the Author, 25, Bedford-row, London, for 1z Stamps. 
SS ee a te Crm 


Second Edition, in 8vo, 1s 64, or free by post for 2, 


SECOND LETTER to the Right Hon. 

LORD JOHN RUSSELL, M P, on the Present Persecution of 

4# certain portion of the English Church; in which some Debates in 

tho lxst Parliament are cousidered. By tho Rev WJ E BENNETT, 

MA, Vicar of From 8eiwood Also, 

‘ihe LAST TWENTY-THREE SERMONS Preached at 
ST PAUL'S and St BARNABAS, Pimlico. 8vo, 12s. 

London: CLEVER, 46, Piccadilly. 


UTHENTICATED TARTANS of the 


CLANS and FAMILIES of SCOTLAND; with Historical and 
‘traditional Accounts —Just published, a new edition ef this wok, 
th: orly one in which the Scottish Tar:aps are painted in a Siyle 
worthy of their national importance. In a work of this kind ihe 
beauty of the paintings must form ono of ils chief qualities. ag 
nothing cua bo more ineongruous than to see these ancl. nt setts dis- 
Aixured in the pages of thosw very works which profess to bequeath 
their beauties to posterity. The care with wh'eh the relection of the 
fot:s has been made is evidenced by the fact that the work has re- 
cvived the approval of the Antiquarian Society of Scotland. 
mo and A. SMITH, Mauchiing, Ayrshire. “A. and C, B.ack, Edin- 

rgh. 


Just published, price 91, 


pes CHURCH of ENGLAND MAGAZINE 


for OCTOBER, contsining a Sermon addressed to the Young 
Men's Soe ety," by the Kight Rev Dr Vidal, Lord Bishop of Sieira 
Leone; ais>, Discourses and other Aricles. by Reva J Arpinall, J 
Ayro, J J Cort, D Kelly, and other Clergymen; a new series, on the 
Religious Writers of Spain, by Miss Stodurt; together with ho usual 
vurioty of Lteligious Intelligence, Poetry, Reviows of Books, &e, &s; 
with many D)lustrations 
Publisted by J Hugues, Ave-Maria-lane; and to be had of all 
booksellers. 
Tne pree d'ng Parts of this Periodical contained some Lectures, by 
the late Rev T scott (the Commentator), printed for the first time. 


LADIES’ COMPANION for OCTOBER. 


Contents: Portrait of the Empress Jorephina—Madama Geog- 
rin, by the Counters of Blessington—Halena by Mra Crossland—Ku h 
Norton, by Alice Neal—Letters of Nrs K Montagu—Tho Fiight of 
Anguls—The Quiet Hows:—Ths Courcbyard, by Maria Norris—The 
Banqueting Bau, by Mre. Abdy—The Lost Apprentice, by F Brown— 
A Menx Legend, by W H Lovoil—The Chi'd's Corner—Serena’s 
Trials, by H Ciay—The Work Tab'o. by Aiguillotte (with engravings) 
—Disappvinted Hopes—Voices of iho Pas, by Mrs G & Davics— 
Whimsies—Musicai Taste and Ex preveion—Divination—Gossip from 
Paris—Our Conservatory—New Books—Fublic Amu ments—Cos- 
tnme for October, with coloured plates—The Garden. Price 1s, 

ROGERSON and ‘TU XFORD, 246, Suand 


Me FARMERS’ MAGAZINE, OCTOBER, 


Contents-—Plete 1, a Here ord Stuer—Plate 2, a Soushdown 
ham—Jethro Tull, by C W Johnzon—! enuring by TY Rowlandson— 
Culture of Beet-r00r, by J Reeve—T're Spurry. how to Destroy—Agri~ 
cniiural Piograpby—The Duke of Portiand’s Meadows—Tho Agri- 
cultural Di:tricis—On ibe Various Breeda of Cattle—Production wnod 
Harvesting of Crops—Toe Galway Barquot—Cavitalin | aad —hocip; 
Turnips, by Philip Pusey—Diseases of Piants— Labour and tho Poor 
The Rural Vi-tricts—Necources of the Soil—iho New Gcld Fieds— 
Weeds—Axgriculture in France—ibe Teeth of Horses end Caitio— 
Reaping Machines—Schoola and Gardens—Horticu'tural Calendar— 
Meteorolegicns Diare—Review of the Corn and Catile Tradves—Agri- 
cultural Reports, Fairs, Macures, &c.—ROGEKSON and TUXFuRD, 
246, Strand. Price 2s. 


CONSU MPTION, ASTHMA, &c —Price 53 *d; per post, 6s, 
N DISEASES of the LUNGS, AIR PAS- 
SAGES, and THROAT. By ALFRED B. MADDOCK, M.D. 
“ We feel tha; wo are doing an act of hindnaes to thouranda of our 
fellow-creatures in recommending an immediate and carcul pero- 
sal of this work.”—Somerset Herald. * It will proce. we are con- 
vineed, an inap»reciab ¢ boon to many families.”"—Notts Mercury. 
SIMPKIN and MARSHALL, Pacernoster-row, 


IFE of MARY QUEEN of SCOTS.—In a 


few Gaya will be Rear Volume Third cf MisS AGNES 
STHICKLAND'A “LIVES of the QUEENS of SCOTLAND, and 
ENGLISH PRINCESSES connected with the Royal Succession. 

‘This volume of Miss Agnes S rickland # Roval Biographies contains 
the o mmoncemens of @ peracnal L fe ot Mery Stuart, which it is be- 
Meved wiil be found more authentic and coinp'eie than any which 
Las yet appeared. The coikevon and arrangement of materials 
jor it ws commenced many years ago—even before the publica- 
tion of the “Lives or the Queens of England.” It comprises #n 
amount of curions and imp*rtant. information, hither:o ea ae, the 
fruits of long and erduous researches in the State Paper Ontices of 
Englard, Scotiand, France, and other navions. and in the charter= 
chess of the descendants +f the noble fenplice cf Great Britain 
ancestrally connected with that momentous period. The resuitis a 
Biography which in likely to}: the crowning work of Miss Strick- 
lana’s great national undertaking. 

Vols Lavd I comain the Lives of Margaret Tudor, Magéalone of 
Franco, Mary of Lorraino, end Marga ot Douglas Counters of Lennox. 

Embeliished with Portraits end Historical Vignettes. 
Pricy 10s 0d exch. 
WILLIAM BLACK Woon and 50x, Edinburgh and London, 


ar ‘ , » Ma 
\ ESTER iON’S ENGLISH and FOREIGN 

LIBRARY, 2, St. George's-place, Hyde-Park-corner, 19 
stitl unsurpassed by avy library in the metropolis, for the abuodance 
ot New Koos adaed to it daily, ard tne low scule ot jis subscriptions. 
No limit bat that of demand is placed to the number of copies 
of each work. The surpins copits of »hs New and S-andard Works 
are disposed Uf & vory sho trmiw of tlitir publication, at 
Greatly reduc A May of them wili bs published occasionally, 
which with fa} jars of the Library rubscription, can bs hud by 
orcer, enclus WO pus AEh Stamps. 


7 + + 

fle DUKE of WELLINGTON.—BUSTS 

(of Life % 2a) af his Grace the LATE COMMANDER IN-CHIEF, 
in int itary uniterm, with ons, orders, &c; and plain, with the 
muntie only. are nsw ready for sale, at moderaw prices, at the 
BORUUGH ARTIFICIAL SSONE works, Sta es-end, where orders 
address (l to ths Manager will ecve easy attention. 
premett batinaat Ae ome brat ts. Sas 


IMMEL’S TOILET VINEGAR is far prefer- 


uble to Eau de Cologne as a Tonic and refcesh ng Loon for 
the Toilet or luli, a reviving ecent, and a powe:fu: disinfectant. 
(See Lr. Uro’s certificate.) Price 28. éd. and de. cod by ali Per- 
jumers and Chemiets; and by F KIMMEL, 59, Gerrard-street, Soho. 


“ H\AU-DE-VIE.”—A Pure Pale BRANDY, 


no; distinguishable froin the finest Cognac divested of its 
acidiy, but, ia fact, a more pure and wholesome spint —Cush prica 
14s per gal on; or, in French botues, 30s per dozen, botties inc udou, 
SENRY BKE?T and Co, Vid Furnivat’s Distillery, Holborn. 


JENNENS' AND BETTRIUGE'S PABIER-MACHE 
ORKS and SHOW-ROOMS, Haikin-street 


Wes", Belgrave-rquare, Lonvon, avd Constiiutsen-hill, Bir- 
mingbam, cu..tain au ammense variety of every artic manufactured 
in Pepier Maché, Jennens aad Betterdye had ihe honour of receiving 
the ony medal awarded to his maautucturs by the Juruis of tbe 
Great & xbibition. 


ALENKIELD PATENT SLAnCH, used in 
the Royal Laundry ; and WUTHERSPOON'’S sicam-made 
CUNFE TIONS, to which was «warded the Pnze Medal, 
Glasgow:  WoTHEASPOON and Cv.,, 40, Puniop-strest. London: 
Wo.herpoon, M'Kay and Co., 43, King William-ztreet, City; and 
sold by ail grocers and druggists. 


Th wil 7 . 

O VENT PEG REQUIRED tor BAK- 

“LOW 5 NEW INVENTED SEL#-ACIING SYPHON TaP. 
It prevensa Ale, Bee, Cider, ent ovher hquocs from becoming flat or 
acid, so that the last pint shan be d:awr. ss good as the firs. Prico 
4s td; ditto, clectro-piaved, for Sherry, &e, 9s JAMES BARLOW, I, 
King Willam-street, Mansiun House. J. b. toxchus gratis his new 
Tivthod of tapping casks. 


NFANTs’ NEW FHXEDING BOTILES.— 
From the“ Lance:"—* Wo have seldom seon anyihing ae beauti- 

fu. as iho Nursing Bottles inroduesd by Mr Elam, of Uxtord-streen 
‘boy are adapted ve milk and all kinds ¢f food; aud have an e.astic 
pipp's, wh:ca no infamt wil retuvs: onequaled for cleanliness end 


dorebtiby.’ 72 6¢.—BENJAMIN ELAM, 196, Oxtford-sireet. Eack 
& scam d with my neme and address. 


aes a 
LOVES — GLOVES, —CO-OPERATIVE 
AGENCY, Jvet received from the working Glove-makers of 
Paris, Grrnoble, aud Zurich, 2000 dozin Ladies’ Kid, ali ac i0jd per 
pair, dsualty sold at Zscd. Sample pair of any cize or colour sent on 
Teceipt @! iwolve postage stamps to suy part of the Kingdom. 
Address—BAKEK aud OnISP, 221, Regeut-stuect, corner of aladdox- 
street. 


2 ee ROYAL TURKISH TOWELS, under 

the patrnage of her Majesty the Qnown, which received a 
Piize Medi at the Great Exhibition —Ihe Brown Linen combines 
ins advantage of a flesh-brash win the qualit es most desirable in a 
tower, ‘Tho White Cotton is the sottest towel ever made, and ab-orbs 


moisture withou, the necessity of using tric ion. ‘To of ail 
respects ble Linend:apers. = ae 
ryxO the LADIFS of ENGLAND.—'the most 
impor'ant SALE of SHAWLS ever known, Jate the proporty 
o JJ he LMES and CO., hegent-street, bark. upts —B HAKVEY 
end CU, f KNIGHTSBRIDGE, saving purcia cd the most amp r- 


tant porrion of ths above auhiouab ¢ and costiy xiock, are now of r- 
ing tue sAow at U® f ity aoe! prion. 


W FORD, Habit Maner, Ke, 
Cavindish-+q ante, lon, ; 
W F aiso commends his Strong Doub!e- Milled Cloth Habit Skirts 
for winter wear O34 
Ladies’ Waterproof Clo-h Waking or Driving Capes kept is great 


variey 


$$ 
7 

EDDING, BIRTHDAY, and CHRIS- 
TENING PRESENTs.—FIELD'S GUINEA CHURCH SER- 
ViCK. bound in rich Genow ve vet, with gilt rims, clasp, end mono- 
Gram, in nworeceo Jock-cate, tho whoie com plete for Ue Guinea; in 
tecond quality, 15s Alo FIELD'S GUINEA BIBLE, wih 50 000 
references, roxpy, Sa, Bevud mn best mureceo, with gilt rans and 
clasp, only One Gwnva: in second qualicy, 15s Neautaful I lustrated 
TRA ah bene eh mere aot One to ee ae 
ol. v TE St, Cheapest, en “ ad rtock of 

bibles and [ry ebooks in Dh 


aS in) Ratuony: inevery: Foe r Of 
binding, at 1 low r thon any Rae, also tat incase 
lusthated works suit 


collection oF tree Greens ieee x abla for pre~ 
sents, Tewar school . le Warchoue, bo, | 6" 
Foca st eg aie a 


_ a"s A “Trey 
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NEW MUSIC, &e, 
HE DEATH of WELLINGTON : National 


Song to the Memory of the Prince of Watcrloo. Sung by Mr 
Bims Reeves; Compces d by G A MACFARREN. Price 2s, or free by 
post for 24 stamps —KusT and Co, 320, Kegut- street. 


i Bag OLD CHIMNEY CORNER. Ey J. 


M. JOLLY. This teantiful composition might tempt the vory 
* Crickets on the Hoarth” t) mingle bia chirp with ite home-inepiring: 
strains. Tho joys of 1hé fire. ide and domestic circle are vividiy por- 
tra ed in the expreceive words and music of this exquisiterong. Sent 
post-free for 26.—J WILLIAMS. 123, Cheaps'de. 


” > oy? 
EW SONG, “O YES! O YES! O YES! 

or, the ORIsINAL CRIER. Cempozed by J WwW noBb?, 

price 2s (sent portage free) Mr. Hobbs has sung this song at the 

Concerts of ths Madrigal Union, during the recent tour, with such 

effect, that it has ofven bern galled ior a third time. Misa Messent bas 

also introduced it atthe Corcerts of the Surrey Zoological Gardens 
with great succe:s —DUFF and HODGSON, 65, Oxford-stree:. 


SCOTTISH MUSIC. 
Just published, price 7s, elegantly bound in cloth, complete in ono 
volume, royal Byo, 


HE SONGS of SCOTLAND WITHOUT 


WORDS. The airs heve been all re-arranged tor the Piano- 
forte by J T SURENNE, the Editor of the Work. 

The volume is preceded by an Introductery Diareriation written by 
GEO. FARQUHAR GRALAM; together with a Catalogue of all the 
Ancieot Manuscripts, and of the Printed Collections, containing 
Scottish Molodies. 

The Work is also published a Eleven Sixpenny Numbers. Each 
Number contains Twenty. five Airs r 

Woop and Co., Edinburgh, Gia:gow, and Aberdren; Oliver and 
Boyd. Novello, Dean-sireet, and Simpkin, Marshall, and Co, Loudon. 

In the prese, and will shortly be published, uniform with the above, 
A New Edition of the DANCE MUSIC ot SCOTLAND. 


MNHE PIANOFORTE TAUGHT.—Private 


Lessons, one hour each, twice a week—terms 15s. or 2/s. per 
quarter. according to distanve.—Adadress to Miss M——, care of Mr 
ROBELTS, 2 , Som-r s-placs Kast, New-road. 


fos I. MAkRTLiN’s HALL SINGING SCHOOL. 
KR Director, Mr. JOHN HULLAW.—ELEMENTARY CLASSES. 
—Season 1853 
CLASS 113. for LADIES, wi'l meet on BCAPAS EVENING sext, 
CCTOBER 18 h, 1852, at Halt-pact Six o'clock. ° 
CLASS 113, for GENTLEMEN, wil mee ov TUESDAY EVENING 


next, OCTOBER 19 b, nea Quarter-past Seven o'clock. ; 

CLA%3 114 for LADIES, will meet on MONDAY EVENING, OCT. 
2otn, at a Qrarter past Five o'clock. SESE 

CLASS 115 ior GENTLEMEN, will meet on TUESDAY EVENING 
OCT, 26ib, at Half- past Eight o clock. 

Terms: Tweive Shillings tor a course of Fifty Lessons. Tickets 
and full particulars may be had at St Martin's Hall, temporary en- 
trance, 89, Lone Acre. 

TANOFOR?HS for HIRE.—PEACHEY’S 
full compass (terms moderato), with the option of Purchase. A 
choice trom 100 Pianofortes, for Sale, Hire, Exchange, or Exportation. 
—G PKACIEY, Maker, 73, Bishopsgate-street within 
Wy ve ‘ 
HEVES’ DRAWING PENCILS 
of a'l Textures. 
113, Cheapside, London. 
£37, UQ0U te be Advanced upon Good Versonal 
“4 Securi:y, or upon the security of Real Property 
situate in any partor the United Kingdom of Great Britain and 
Irviand, For particu'ars apply to Mr WILLIAMS, 82, Upper Stamford- 
street, Loadon, duily between Ten end Four. 
O CHIMNEY is WANTED for RICKEY’ 
Patent CALORIFERE GAS STOVES io Ckurches, Hal's. or 
Sheps; ana for Conserv.torivs a small pipe cao be att-cned, to convey 
away the products of c. mbustion.—Manuiactory, Agur-street, Strand, 
opp site Charing-cross Hospital. 
ONG EVENINGS MADE SHORI.— 
MECHI'S FAMOUS BAGATELLE TASLE®, manufactured 
upon the premises, 4, Leudenhal -street, London, make lopg cven= 
ings appear shurt, and combine calculation with amu-ement; price 
£3 10s, £4105, £5 10s,up to £12. Solu aleo by his Agenss, Sp.ers and 
Son, Uxiurd; Powell, the Lounge, Leeds; Eastee, Liverpool; Wou= 
field, Gla: gow; ‘Ihompson, Nottingnam; Stesbenscn, Hull; Equieis, 
Dover; Steel end Kix, Norwich. Nons sre genuine without MECHI'S 
nare 
ERDOB’S WilsyTER OVERCOA'TS and 
SHOOLING JACKEI's,—A very large Stock of superior gar- 
ments, in every imp.oved materia! and style, azd of eve:y degre of 
warnith or lightness. guaranteed to resitt apy amount of rain, at 
charges reduced to the lowest pint, consistent with the j riscipiv thet 
»&n atlicle tome ready cheap Ingatbe good. Ky ry 1iz9, ais, ct. the 
WATERPROOF PALLILm, the wel: koewn Light Uverevat for al 
Beas, i) os.—W KERLOE, Tailor, &c, 964, New Bond-street, 


and 69, Cornhill only. 
CORAZZA SHIRT.—CAPPER and 
WATERS paring given great aitention to porfecting this Shir. 
can recommend itfor fitting witha precision and ease hither.o un- 
known. Auy gentleman cau havethe Corazza or any other form of 
Shirt, by sending measures taken .ight—1, reund the peck: 2, round 
the cheat; 3,rouad tho waist; 4, round the wrist; 5, the height of the 
Wearer. Excelisnt Cotton a te pee ae Lanes evar ee 
‘wrists, 68 to 123 eacn; good Shirts, 103 10 € + edditu 
enarges for Drow bhitts, from 2a to £5 each —25, Regent-stree:, St. 
Jamcs's, London. 


O CHARGE MADE for STAMPING 


Arma, Crests, Coronets, or Initials on Paper and Enve oper, 
et KENKY RODRIGUE'S stationery and Account Book Warehovs , 
21, Piccadilly. Good cream-laia Adhesive Envelopes, 4d per 100, 
cream-laid Note, full size, five quires for 6d; thiek Litto, five quires 
for 1s; Letter-paper, 4s per ream ; Foolscap, 98 per ream; Sermon 
Paper, 4s 6d per ream; Black-bordoied Nowe, 4d per quire, 63 per 
ream; Biack-bordered Kevelopes, is por 100, Best cesling Wax, 4s 
perlb. Ali kinds of S ationery equal'y cheap. Card Plate, elogantly 
enyrayed, and 100 supertine Cards Priated, for 43 6¢.—Ube.rve, at 
HENRY KODRIGUE'S, 21, Piccadilly, London. 


F YOU REQUIRE FAMILY AKMb, send 

mame and cocnty to the HERALDIC OFFICE, Fee for tearch 

and sketch, 3s 6d, or pos.uge stamps; cr’st engraved on seal, signet~ 

ding, &c, $s G4; arms on j.ate. wich mame, for books, 2lv. Arns 

painted, impaed, and quar.ered. Heraidic Presses, for stampit g 

decd-, paper, envelopes, book, &c, 14s each.—Observe, H. SAL'iy 
Heraldic Othee, Great Tarnstiie, Lincoln's-inn, 


- 7 > y, 
WINDLATHR, MACKIE, and CO., Wine, 
Spirit, Stout, and Ale Merchants, beg to submit a LIST o} thur 
PnICEs to the pubue. Termaeashoniy. Wines, per dezen:—Fne 
light dinner Sherry, 24s; best vid pale wad brown Sherry is, Sim, 
308; superior old palu Sherry, 423; best ord Port, 383, 34a, Sin; ucw 
bo.tlea, 283; very superior uid Port, 425; Claret, 289, 353, 053, and Tos; 
Hock (Jobanninberg ). 85s ; Champagne, 45s, 608, 758; Bucailas, 3th 5 
Calcavella, Lisbon Uiry or sweet), Marcaia, Bronte, Madeira, 25.5 
Madeira, 558. = Spiriis, per gainn:—O.d Irih Whisky, straw- 
coloured, }ts €d; Lighiand Mait Whiwky. fines: 10 be bac, I6s 6H; 
Martell’s best cld pale or brown Brandy, 242; Hollands Gin, 24s: fine 
old Jamaica Rum, 15s; Gin (plan or sweet), Ils.—1, Upper Wel- 
lington-street. Sirard 


\ (JUNDERFUL DISCOVERY. — Portraits 


and Views taken on Glass, by the Sun’s rays. By this new 
Process, PY person Can producs, in aiew second, at a trifling ex- 
pense, truly iito-.ike Portrans of their Frienue; Landseapes, Viewe, 
Buildings,&c. Nohnowledge of crawing required to produce thee 
wondrous works of Art and Beauty. Prioted Iustructions, contuining 
full parsiculars for practising hts fascinating art willl ease and cer- 
iainiy, forwarded on receip. of fifteen postage stamps —Address WM 
LANE, Photographer, 3, Mu: ket--tree:, Brighton, 


, > , , * 
AVED FROM THE FIRE—The Union 
Insurance Company being uoab’e to ctivct 1erms with m gard to 
tie sock of FLANNELS, BLANKETS, LINENS, Dia PERS, 
SHEEMNGs, TABLECLOLHS, DEto3E5. SHAWLS, CALICUES, 
&c, lately i jured by Fire (see daily papersot thy 18 h September) on tLe 
premt os, No 16, Oxford-stieet, amounting to £16,987, have ru olycd vw 
gistribu e them 10 the Puble atmere N minal Priceson MONUAY, the 
lith of UCTOBER, ard ioliowing Days Much of the steck is not in- 
Jured at ail, anu the semainder cnly slightly by water, Tho Flauon s 
and LBiankets aro particuurly worthy o. notice. There are abort 
Exghiy bowen of Pevench (ambric Haaukerchiefs im the stock Cousiy 
orders above £5, carrieze fice, Wo are desired (o state that the or ginal 
propcewr wi resun.c busime:s immediately h. has disposed ur the 
stock. 


Se eS ee ae 
> eI ~ > 
JILVER-PLATED DISHES and COVERS. 
—A. B. SAVOKY and SONS, 14, Cornhill, London. resyc.tfu ly 
sanvite atioxtion tu thar exienave St ck of COnNBI DISHES and 
COVERS, wich eivver miountiiws atu shicids for ebgraving. ‘the 
quviy ceroumaved Heavy Phat is of ive richest descript.on, aud 
ds highly recunsmveadtey for durability. ‘Tho hazdles temorve, Wieking 
Eight dishes in the set, if reyuiced. 
Light Plating. 
a 


Four Gairoon Pa‘tern Dishes and Covers £7 7 


Heavy Piating 


oe £12 22 0 


Four St James’ arto dino wWweo is tu 0 
Fonr i bread. eitio dite 12 00 wseo 
Four Albert = dito 14 8 U.... 1818 0 


ditto 

‘Tbe Guive to the exicnsive Stock fn the Show-rcoms contarws tho 
pieighiasens deseripitons of Si vr Pla‘o, ct Lordon manufactire, wi b 
copious information fetpec tng Shefflesd cr Eveciru-plated Ware, lux 
trated With Cugravings, It may Le had gratis or wil be forwarded 
post free on wpplicavion,—A. B. SAVORY and Sods, Mauu actuing 

Stiversmi hs, 14 Uornks!, Loadon, opposiic the Banke 

uy s . . 

PRS SURES of NALURK.—Ilt has been 
Well remarked thet here is not an imperfection ihat flesh is 
holr to for which & zemeay is not st hund, to discover which wu have 
Spy search tis vast leboratury of navwre. Amor aptilustroti a 
cau ceareely be effored than in ihe application of a natal procuc- 
tion, of American growih, ty tho Baim of Columbia, iu oes 
where the humau bead bane vedo its becomung aus natural 
moter of Kiewth, sirensthener, and restowe of 
URIDGE SS BALM of COLUMELA a5 uvrivaled, and ia 
balaness its virtues are inestiroabie.—¥a ti, 6s, or tin pC 
bottle; noo Ler yeleor. Ask kr Ollrdigs's Balar, aud ucver bs pel= 
| uated by tho Apy © her article a) 2 Lubstimie,— 1s, Wullingion-stivet, 
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FLOOD ON THE GREAT NORTHERN RAILWAY, BETWEEN DARLINGTON AND 


FLOOD ON THE GREAT NORTHERN RAILWAY, 


Duxine the week before last, great part of the north of England was flooded by | 
the heavy rains by which all the streams were greatly swollen, and many fields 
and portions of the Great Northern Railway were laid under water. North of | 
Darlington a mile or two, the line begins to traverse a dead level, and for some 
miles the water on Thursday extended for more than 100 yards on either 
side of the line, which passes across the plain on a slightly raised embank- 
ment; in other portions of the line, the rails were covered to such a depth | 
that the passengers feared the engine-fire would be extingnished. By-and- 
by the rails became altogether submerged, and the engine, with its heavy tail | 
of carriages, slowly proceeded to clear its way through an immense lake of from | 
a foot to two feet in depth. A brilliant moon, shining through a clear frosty sky, | 
lighted up the inland sea which the trains were strangely navigating; showing the | 
water flashing through the whee!s of the carriages as through the paddles of so many } 
little land-steamers. This extraordinary scene our Artist has engraved from a 
Sketch showing the line between the Darlington and Ferry-hill stations. The tops 
of the fences here and there at the sides of the line were the sole visible evidences 
of the roadway for about a mile and a half, and only by these and the trees and 


hedgerows rising out of the water could one be convinced that, the train was | Mh 


actually traversing an inland country, and not an arm of the sea. One of the | 
up trains of the previous night had to return to Newcastle after reaching Ferry- | 


hill, the line northwards being then impracticable. \ | 


EXTREME PERIL OF THE “CASTOR’S” LAUNCH. 


Tue first attempt to lay down with accuracy the position of the rock on which 
was wrecked the ill-fated Birkenhead, which has now given to it the above name, 
was attended with an adventure of a most dangerous character, and one which, 
but for the most providental escape, would have added other memories of afflic- 
tion to thatalready connected with it. 

Towards the end of March last, directions were given to Lieutenant 
O'Reilly, and ten men, of her Mejesty’s ship Gladiator, to hold them- 
selves in readiness for this duty. Mr. Mann, assistant astronomer at the 
Cape observatory, son of the late General Mann, Royal Engineers, was 
ordered to accompany the party, in order to execute the desired work, as 
well as make a map or chart of Danger Point. The Gladiator's boat not being 
considered Al, the launch of the Castor was selected. At midnight, 25th 
March, there being scarcely any wind, orders came to embark, and the party 
left. Little progress was made; but, after knocking about for two days, they 
arrived off Danger Point at midnight. Failing to find any place to anchor, the 
boat lay to, hoping to find one on the morrew. Before morning the south-east 
wind sprang up, and increased to such a violent degree, that there was nothing 
left but to run for it. So they stood away to the westward, running 
all day, and being about 140 miles from land, When day dawned, 
they were out of sight of land, a long way west of Cape Point. The gale con- 
tinued, and the boat was with difficulty kept afloat. Once a heavy sea struck 
her, and the waves closed over the heads of the whole party. But by the mercy 
of God on the noble efforts of Lieutenant O’Reilly and the party, who behaved 

n a similar spirit of calmness and order to that of their brethren of the Birken- 


METEOR SEEN IN THE ISLE OF WIGHT, OCTOBER 5. 
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sky the shape was that of a small tapering club ; for about thirty seconds every 
object was very brilliantly defined by a remarkably clear blue light ; it dis. 
appeared slowly on the eastern horizon behind a dense cloud. The day pre. 
vious was exceedingly tempestuous here. 
Tan, sir, &e., 
Berry-bill, Isle of Wight, Tuesday Night, Oct. 5. 


J. 0. 


Observers of this Meteor are requested to send their accounts to J. Glaisher, 
Esq., F.R.S., 13, Dartmouth-terrace, Lewisham, giving its path among the 
stars, its altitude and azimuth. We may take this opportunity of stating thet 
the Meteor of August 12, engraved in our paper of August, was seen from 
different places in Ireland, and that Mr. Glaisher determined its position at the 
time of its disappearance to be vertical to Worcester, at the distance of 65 miles 
from the earth. See the ‘‘ Philosophical Magazine” for this month. 


THE PLANET SATURN, WITH ITS THIRD RING, AS SEEN 
THROUGH THE CRAIG TELESCOPE, AT WANDSWORTH COMMON. 


Our readers are aware that the famous American astronomer Mr. Bond, of Cam. 
bridge Observatory, Massachussetts, intimated that he believed he could at 
times see a third or inner ring belonging to this planet. When news of this 
reached England, the Northumberland achromatic, at our Cambridge Uni- 
versity, was brought to bear, by Professor Challis, on the rings of Saturn, and 
he failed in discovering the third: so, also, with the giant reflector of the Earl 
of Rosse. Hence, it became a matter of intense interest, as to whether there 
was in reality a third ring. We are happy now to exhibit an Engraving of the 
Ring, as seen in this country. In the Craig Telescope—engraved and described 
in the InLusTRATED Lonpon News for August 28—this third ring is quite 
palpable; so that there can be no longer any doubt as to its 
existence. The colour of the ring is a brilliant slate. The great quantity of 
light which the telescope at Wandsworth brings to the eye of the observer from 
this planet gives, we presume, this bright appearance to what in instruments or 
less power is in fact completely invisible. 

The Craig telescope is, in a small portion of one of its lenses, too flat by about 
the jive thousandth part of an inch. This has to be stopped out when extreme 
accuracy of definition is required, as, for instance, in observing such a fine 
point of an object as Saturn’s third ring. To many of our readers it will seem 
incredible that the five thousandth part of an inch is rendered, as to its results, in 
any degree evident, and is a quantity that can be positively measured. But so 
itis. The rays which come through the too flattened portion of the convex lens, 
although that portion is only too flat by the jive thousandth part of an inch, go 
beyond the proper focal point, and thus confuse the image. The remedy is, 
therefore, to stop out such rays; and, as the aperture is so large, their absence 
is not perceived, the light without them being immense. In fact, exclusive of 


EXTREME PERIL OF THE “ CASTOR’S” LAUNCH, SENT TO SURVEY THE BIRKENHEAD ROCK. 


| head, the boat was saved; and after various escapes, during eighteen hours, 


they made Green Point on the night of the 29th, being unable to enter Table 
Bay on account of the continuing gales. 

There appears to have been some doficiencies in the equipment of the boat; 
however this may be, it is interesting to record sych dangers and difficulties, 
when met in a worthy and undaunted 
manner, and overcome. 


METEOR SEEN IN THE ISLE 
OF WIGHT. 


(To the Editor of the ILLUSTRATED 
Lonpon News.) 


eaders have seen the beautiful phe 


TUE 


— 


nomenon I have.just witnessed: the 
time eight o’clock; the path from east 
to west. My attention was attracted by 
a strong flash of light intercepted by a 


at the Oftice, 198, Strand, in the Parish of St. Clement Danes, in the County of Middlesex, by Wiuuzam Lrrrix, 198, Strand, aforesaid.—Sarompay, Oozonen 16, 1852. 


I hope some of your astronomical | 


cloud; on its re-appearing before a fine 


these rays, the Craig telescope magnifies the light { the Moon at least forty — 
thousand times ; and in coarse objects, like the lunar craters, the whole of these 
rays may be allowed to pass to the focal point, as they, in such objeets, do not — 
confuse the image in any appreciable degree. Mr, Craig seems to think, were 
he to atterapt to have this five thousandth part of an inch corrected, it might 
be over-corrected the other way, and thus more harm than good be 
the consequence ; so he prefers the simple method of preventing such rays 
coming to focus, as he has without them an overwhelming quantity of light 


already. 

To explain how this Telescope grasps in the light, we may instance an ancc- 
dote we have heard of its powers, by one of about a party of thirty who spent @ 
portion of an evening with Mr. Craig at his Telescope. A gentleman directed 
the Telescope to a most minute test object, not to be seen by most ex- 
cellent telescopes, though gazed at by first-rate observers in profound 
darkness. He at once perceived that this test object was indeed not @ 
minute speck of light, but a brilliant double star ; and, in admiration of what he 
saw, at once congratulated Mr. Craig on having solved the question as to large 


PLANET SATURN, WITI ITS THIRD RING, AS SEEN THROUGH THE CRAIG TELESCOPE, 


achromatic telescopes. If the disclosing of the third ring of Saturn, and ob- 

viously setting the question at rest as to its reality, was a proof of the extraor- 

dinary defining power of this eighty-feet Telescope, the fact of its bringing 

out this test object into a brilliant double star, shows its space-penetrating 
wer. ¢ 2 

Porhe Messrs. Chance made the flint glass, which is perfectly free from strie. 


——— 


